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DESIGN —Clean, modern, practical with coved corners 
and dished bottoms makes them highly functional and at- 
tractive plus blending with all laboratory furniture. 


CORROSION RESISTANCE — Made of modi- 
fied epoxy resin, Durcon exhibits almost complete resist- 
ance to wide range of acids, alkalies, salts, solvents, and 
other organic chemicals. 


WIDE SELECTION—Table sinks, end sinks, drain- 
board-sink units, double compartment sinks, cylindrical 
sinks, cup sinks. 


LIGHT WEIGHT— Approximately 40% as heavy as 
competitive sinks. Normally thickness of stone or porce- 
lain sinks is at least 1" while Durcon is but 14” thick. 


LOWER COST- Besides lower initial cost, there аге 
savings on freight and installation. 


EASIER INSTALLATION — One man can easily 
install a Durcon sink either under table top or free stand- 
ing. No hydraulic jack required as for ceramic or stone 
sinks. Less weight means less complicated supports. 


HEAT RESISTANCE — Unlike other plastic lab- 
oratory sinks, Durcon will not warp nor soften when ex- 
posed to boiling solutions. Neither will Durcon support 
combustion. 


SHOCK RESISTANCE — No failure due to ther- 
mal shock need be feared. Wide range of tests also assure 
many years’ service without cracking, spalling or other 
forms of mechanical or fatigue failure. 


MOISTURE ABSORPTION — Durcon sinks are 
impermeable to liquids. The percentage of moisture ab- 
sorption over an extended period is a maximum of 0.06%. 
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Durcon 
Laboratory Sinks 


completely resist most every 
inorganic and organic chemical or solvent 
used in science and research labs 


Tough Durcon sinks shrug off corrosive attacks of 
acids, alkalies, salts, solvents and other chemicals 
used as laboratory reagents... do not discolor or 
stain under the severest kind of service. For most 
applications, rugged, versatile Durcon 2 is recom- 
mended. Special composition Durcon 5 gives 
excellent resistance to massive amounts of con- 
centrated sulfuric acid and glassware cleaning 
solution. Where large quantities of hydrofluoric or 
fluosilicic acids are encountered, Durcon 3 or Dur- 
con 5 is recommended. 


All Durcon sinks stand up under hard service with- 
out cracking or spalling. Thermal shock has no 
effect. For further information and prices, contact 
your Laboratory Furniture Manufacturer or write 
for new Bulletin PF/5a. 


THE DURIRON COMPANY, INC. 


DAYTON, OHIO 


CORROSION RESISTING 
ALLOYS & EQUIPMENT 


STRONG ... ECONOMICAL ...EASY ТО ERECT 


TIGHT, SOLID BASE 


Corruform speeds concreting— 
provides tight, solid base for 
concrete, permits slab to be cast 
and finished in one operation. 
No wood forms! Just place 
Corruform...unroll mesh... place 
concrete. No costly cleanup on 
floors below. Easy! Fast! 
Economical! Capitalize on 
Granco’s leadership in modern 
floor and roof systems. 
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gon dice LIGHT, RIGID SHEETS 
STRUCTUR -ACOUSTIC Lightweight Corruform sheets 
STAY-IN-PLACE УЕ FORMS (10 to 20 Ibs.) are easy to carry, 
В Ner put handle and place. You cover up 
to 241 square feet per sheet. Two 
EN or three men can place up to 
9 10,000 square feet of Corruform a 
EK . day! Tough-temper sheets act 


as centering, prevent lateral pull 
or strain on joists. 


SAFE WORKING 
PLATFORM 


When welded to joists, 
Corruform provides a safe, 
strong working platform. 

Sheets take normal 
construction abuse. No 
punctures. No concrete 

leakage. Corruform is 
incombustible. No fire hazard! 


Our catalogs are filed in Sweets 


GRANCO STEEL PRODUCTS CO. "we 
6506 М. Broadway, St. Louis 15, Missouri қ 
А Subsidiary of GRANITE CITY STEEL COMPANY [| | 
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MORE THAN А CENTURY OF LEADERSHIP ІМ CARPETING FOR HOMES, OFFICES, HOTELS, PUBLIC BUILDINGS 
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Coming in the Record 


CAMPUS PLANNING AND BUILDING DESIGN 


As U.S. colleges and universities face ever greater need for ever more 
intensive use of their overflowing campuses, more апа more architects 
are concerned with designing the campus as well as its buildings; and 
some considerable innovations in college building design already are 
emerging. Next тот в study of college buildings reviews some of the 
significant current results, and leads off with a major analysis of the 
principles and problems of campus planning by Eero Saarinen. 


AIR CONDITIONING AS ESTHETICS 


Paul Rudolph’s headquarters building for Blue Cross-Blue Shield in 
Boston is not only Rudolph’s largest commission to date, and a major 
milestone in contemporary architectural experimentation with pre- 
cast concrete forms, but a serious effort at architectural expression of 
the air conditioning system. It is a building that will be admired and 
chided-—and very much discussed. 


WHEN ARCHITECTS ARE CLIENTS 


The six houses in next month’s special 16-page house feature were all 
designed by architects for themselves; as every architect knows, the 
architect’s most stirring challenge. This group offers some nice evi- 
dence of happy collaboration between architect and client. 
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Style 
leader 


GF's new architect-designed 1000 SERIES desks are leading the way in 
the furnishing of business interiors. This clean-lined beauty has already 
taken its place in the offices of some of America’s leading firms. Perhaps 
it’s “just what the client ordered” for your next office job. See 1000 
SERIES at your nearby GF branch or dealer, or write The General 
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The fabulous 
Concord Hotel 
Kiamesha Lake, N. Y. 


ARCHITECTS: Lapidus-Kornblath-Harle & Liebman, New York 
CONSULTING & MECHANICAL ENGINEERS: Saul Shaw & Co., New York 


In Sullivan County, New York—where, it is reported, 
there are more hotels than in all of Europe—the famous 
Concord adds more facilities virtually every year to 
accommodate luxuriously its growing patronage 

of select vacationers, 


Two golf courses, huge auditorium and ballroom, indoor 
and outdoor pools, indoor skating rink literally big 
enough for a football game, are but a few of the 
attractions that make the Concord one of the finest 
all-year resorts in America. 


It is significant that, for this year's new buildings, 
Frank Adam equipment was again chosen 

because of its previously proved reliability in 

other Concord structures. 

No matter what the type of project, its size or 
complexity, specify Frank Adam electrical equipment 
for the ultimate in adequate, safe and dependable 
power distribution and control. 


RANK SINCE 1891 
DAM ELECTRIC COMPANY 


Р.О. BOX 357, MAIN Р. О. · ST. LOUIS 66, MO. 


busduct + panelboards + switchboards + service equipment 


safety switches + load centers * Quikheter Catalog 


Behind the Record 


The Complete Man Theme 


Speaking of architects as doers (last 
month), a recent visit from Sir Ar- 
thur Stephenson was a reminder 
that architects are having to assume 
an increasingly creative role in in- 
ternational doings. The vast have- 
not areas of the world covet our ar- 
chitectural and construction achieve- 
ments at least as avidly as our autos 
and our ball-point pens. They covet 
our hospitals (Sir Arthur) and our 
universities (Gropius), and when 
they are able to command the serv- 
ices of such men they cast them in 
the role of complete planners. 

Now the “our hospitals" above is 
stretching it a bit, for Sir Arthur 
is of course the peripatetic Austral- 
ian, holder of the R.LB.A. gold 
medal and bearer of his title in rec- 
ognition of his hospital architecture 
throughout the British Empire. But 
I venture to say that Arthur knows 
intimately more American hospitals 
(and their architects) than almost 
anybody in this country. You kid 
him about his love for travel—he 
gets around more than Dulles used 
to and he knows more American golf 
courses than Eisenhower— but his 
famous notebook has accumulated 
an almost complete record of what is 
done in the world's hospitals, why, 
and what it means in building de- 
sign. 

Small wonder that the Iraqi gov- 
ernment wanted him to plan the 
facilities for its ambitious health 
program. The point of this piece, 
though, is that it wanted him in ef- 
fect to plan its health program. One 
of the many have-not nations in this 
respect, it had no wish to dictate a 
program to a planner of his stature. 
So Arthur is building a great health 
center in Baghdad—at one time had 
some 70 men in a vast charette turn- 
ing out drawings. Financial intrica- 
cies (his own and others') got a bit 
involved, so the architect by now 


has instituted a broad program of 
financing for the whole enterprise, 
so that Iraq can buy materials and 
hire builders. So Arthur is now 
builder. 

Walter Gropius, A.I.A. gold medal- 
ist (now don't tell me he isn't an 
American, even if Germany did give 
him a medal too) is similarly the 
master planner of a great university 
in Baghdad (ARCHITECTURAL REC- 
ORD, April 1959). Just as Iraq want- 
ed a health program they wanted an 
educational program, and in the 
same manner they chose this archi- 
tect to design the program as well 
as the facilities. And The Architects' 
Collaborative has now become TACI, 
the “Т” for International, with a 
large office in Rome. 

Two spectacular examples, now 
much in the news. It is not exactly 
news that American architects and 
engineers (and French and Italian 
and Greek and so on) operate virtu- 
ally around the globe. Capital cities, 
mining establishments, military 
bases, hotels, housing. And embas- 
sies, especially embassies when it 
comes to exhibiting American cul- 
tural achievements abroad. 

If American technological prog- 
ress is putting strains on our archi- 
tects, the wide world wants them as 
architects. Architects in the age-old 
meaning of the word. They want our 
technology and they want our engi- 
neers, but they seem to show a spe- 
cial fondness for our architects. 
They will expect, no doubt, that the 
architect will command the indicated 
technological necessities, but his ar- 
chitectural orientation is the mem- 
bership card. 

Maybe architectural students, 
while they try to get a sideline ac- 
quaintance with engineering, might 
also take an elective course in Arabic 
languages. 

—EMERSON GOBLE 
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Letters 


SALES VS. SERVICE (ARCH.) 


Regarding your item in “Регѕрес- 
tives" in the August issue, you may 
be pleased to learn that I have been 
the Second Vice President of the 
Long Island Chapter of the Home 
Improvement Council for the past 
two years. 

Home Improvers will require much 
education before any great number 
learn to use the services of an archi- 
tect. My success in convincing even a 
handful is a milestone and even these 
few must be catered to with the pa- 
tience devoted to beginning school 
children. Actually much of the diffi- 
culty lies in the relation of the Home 
Improvement Contractor with the 
home-owner. The former is not inter- 
ested in entangling his sale with the 
professional approach of an archi- 
tect who may point out fallacies in 
the “design” he has sold. Also, like 
many residential builders, they do 
not want the home-owner to be in а 
position of getting comparative bids. 
The larger firms who are represented 
on the Board of Directors are only 
interested in sales and do not care if 
their product goes into a poorly or 
well-designed improvement. 

Leon Rosenthal, Architect 
Babylon, N. Y. 


SHALL WE TAPE FOR DRIVERS? 


I have found that since I spend a 
great deal more time traveling by 
automobile than by publie convey- 
ance, since coming to Reading, I 
would like to use this time more 
profitably than listening to “What’s 
with the Pittsburgh Pirates", etc., on 
the radio. Also, as with all architects, 
my time is limited—and too often 
the many excellent technical articles 
which I should keep up with, I сап 
only skim through and pile on the 
shelf with other journals I “must 
read when I find time." 

Many of these articles I feel could 
be taped and the tapes rented out to 
architects. This, together with a suit- 


able tape recorder—which could op- 
erate in a car (many of which I'm 
sure are available)—could form the 
basis of a great deal of professional 
enlightenment for today's architect. 
In fact, articles other than those 
appearing in the current issues could 
be done accordingly— possibly some 
arrangement for taping outstanding 
articles appearing in other journals 
could be made and a central library 
set up through which these could be 
loaned out. I believe this would be 
valuable to the profession and it does 
seem logical that this sort of thing 
should naturally evolve from a need 
which I believe exists. 
I hope you may find this sugges- 
tion practical. 
Ann M. Willis, Architect 
Wayne M. High and Sons 
Reading, Pa. 


ARCHITECTURE VS. MONOTONY 


A piece in the Chicago-American which ex- 
pressed the fear that “the erector-set school 
of building” might turn all of downtown 
Chicago into “a featureless agglomeration 
of massive square buildings” inspired the 
following letter to the columnist, Ernest 
Tucker.—Ed. 


I read with great interest your re- 
cent article titled “New Buildings 
Too Much Alike.” 

May I congratulate you on your 
“vague feeling of uneasiness” over 
the soulless piles of steel and tinted 
glass that you see rising or planned 
for Chicago. 

May I add that contrary to your 
implication that these buildings are 
condoned by the profession, there 
are some architects who have been 
and continue to be appalled at the 
overwhelming boredom of our urban- 
scape. 

Chicago has languished, unwit- 
tingly to a large degree, on the re- 
markable architectural heritage of 
the early skyscrapers—the Monad- 
nock, the Garrick, 30 North LaSalle, 
Carsson’s—of an architecture that is 
virile—in which imagination, per- 
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sonality, strength of principle, are 
evident and appreciated. Does Chi- 
cago realize that people come from 
all over the world just to see these 
masterpieces ? 

It’s a pity that the adventurous 
spirit in which these great buildings 
were produced is not evidenced to- 
day. I am certain that these buildings 
of the past stemmed from ideas cre- 
ated by a single mind—the solitary 
artist-architect employing to the 
maximum all his faculties; not the 
least of which was imagination. 

I can’t help but believe that the 
vapid results about which you so 
rightly complain are the product of 
architecture by committee—safe— 
mediocre—unimaginative—a mas- 
sive compromise of togetherness 
from the foundation to the roof. I 
see no idea here, no theme, no thrill- 
ing sense of achievement and pur- 
pose. I see no architecture—only 
buildings old before they are finished. 

Whenever the corporations and 
companies that build realize their 
great responsibility in the selection 
of an architect and seek an architect 
on the merits of his total ability (not 
merely as an able businessman, or 
how many draftsmen he employs) 
and place purpose ahead of expedi- 
ency, and understand that bigness 
bears no relation to architecture, 
then there is a chance that the corpo- 
rate image sought for in the first 
place may be possible and that Chi- 
cago will once again delight in and 
enjoy a virile architecture instead of 
the timid, arid monotony we are 
faced with. 

Edward D. Dart, Architect 
Chicago 


ANY COMMENTS? 


This world does not have an unlimit- 
ed amount of space for an unlimited 
amount of people. We do not even 
have an unlimited amount of fresh 
water. There are those who seem to 
think the answer lies in ignoring it. 
William R. Sullivan 

Los Angeles 
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GOWER SCHOOL ADDITION, Hinsdale, Illinois. Architect: Wight & Schlaebitz, Downers Grove, Illinois. 
Plumbing and heating contractor: Jerry & Phil’s Plumbing & Heating, Inc., Brookfield, Illinois. 
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COPPER SANITARY DRAINAGE LINES roughed-in among 
structural members at Gower School. This space-saving 
installation would have been impracticable with heavy, 
bulky pipe requiring threaded or caulked joints. 


3 


Phil Bergeron and Jerry Wehrmeister, plumbing con- 
tractors near Chicago, have found that the installation 
economies with copper tube and solder-joint fittings 
enable them to offer all-copper plumbing—water sup- 
ply and sanitary drainage—at a cost lower than com- 
petitive bids based on installing ferrous piping. Recent 
jobs awarded to them as low bidder include the Gower 
School, the LaGrange Township Junior High School, a 
church, health center, two restaurants and a store. 
Anaconda was used for all these jobs. Phil Bergeron 
says, "We specify Anaconda Copper Tube and Fittings 


LOWER COST TO TAXPAYERS 


COPPER SANITARY DRAINAGE LINES for second floor lavatories at the Gower 
School. Light weight of copper tube and ease of making solder joints save 
many dollars on multiple installations like this. Compact assemblies eliminate 
wide plumbing walls, give greater usable floor area. 
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because their consistent fine quality and close toler- 
ances makes our work easier and keeps the job costs 
within our estimates." 

Contractors, builders, and architects the country 
over are finding that they can provide long-lasting, low- 
maintenance all-copper plumbing at a cost competitive 
with ferrous piping. For information on Anaconda Cop- 
per Tube and Fittings, write for a copy of Publication 
C-33. Address: Anaconda American Brass Company, 
Waterbury 20, Conn. In Canada: Anaconda American 
Brass Ltd., New Toronto, Ont. 5905 


COPPER TUBE AND FITTINGS 


Р, ‚ OSA 
Available through plumbing wholesalers ane I 


TO THE STANDARDS 
OF AMERICAN WDUSTAT 


PRODUCTS OF ANACONDA AMERICAN BRASS CO. 
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PEI WINS COMPETITION FOR 


DESIGN OF IDLEWILD TERMINAL 


Ре/в city-block-long rectangular 
structure is encased on four sides 
with glass walls. Two-story-high 
concourse runs full length of the 
building. Ticketing and baggage 
counters are on first floor; waiting 
areas and shops are on island-like 
mezzanine. Vehicular roadway gives 
access to both front and field side 
of building. Passenger arcades to 
aircraft are bridged over road on 
field side, which is separated from 
aircraft apron by fencing 


12 ARCHITECTURAL RECORD October 1960 


Ara Derderian 


I. M. Pei has been declared the win- 
ner in a limited competition held by 
the Port of New York Authority to 
determine the architect for a new 
multi-airline terminal at New York 
International Airport. This struc- 
ture, the tenth terminal building in 
the Idlewild complex, will accommo- 
date all airlines not housed in build- 
ings of their own or in the already- 
completed International Terminal. 
B. Sumner Gruzen, Philip Johnson, 
Morris Ketchum Jr., and Arvin 
Shaw III, were the other architects 
invited to compete. 

Wallace K. Harrison, Pietro Bel- 
luschi and L. Bancel LaFarge served 
as the Jury of Award for the com- 
petition, which was held under the 
A.LA. rules. Robert W. McLaughlin, 
director of the School of Architec- 
ture at Princeton, was professional 
adviser. The Jury stated in its report 
that "the winning design provides 
good flexibility and has great clar- 
ity. The Jury believes that it is the 
best solution in its relation to its 
neighbors and the over-all scheme of 
New York International Airport.” 

In the winning design a space 
frame of steel tetrahedrons sup- 
ported by massive concrete pylons 
forms a vast column-free interior 
600 ft long and 30 ft high, within 
which the various facilities are sym- 
metrically organized. Commenting 
on the simplicity and order of this 
scheme, Pei expressed the hope that 
it would *add a kind of peace to an 
area that is already overly agitated." 

Ammann and Whitney were the 
structural engineers for the space 
frame, and Henry N. Cobb, Leonard 
Jacobson and Kellogg Wong assisted 
Mr. Pei in the preparation of the 
design. 


Buildings in the News 


Arvin Shaw III, Carson & Lundin: 2-story concourse is 
daylighted by large glass areas in front and rear walls 
and skylights between barrel vaulted roof sections 


Ж 5 


Morris Ketchum, Jr., Ketchum and Sharp: stairwells 
divide building into 7 glass-walled sections. Columns 
support concrete roof with radiating roof structure 


B. Sumner Gruzen, Kelly & Gruzen: free-form, curved roof is web of steel members supporting glass 
panels, ribbed metal, precast concrete. 2nd floor waiting area leads to aircraft loading bridges on 3 sides 


precast concrete roof planks. Structure front has lower stone facing, upper decorative grille 
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Clemson School, John M. Preston. “А simple solution to а 
good integration of related elements" 


complex program... 


Ohio State Office Building, Phillip T. Markwood. “Sits com- 
3-pronged plan takes advantage of views" 


fortably on site... 


EL 


Ші ЕРЕ "m 


Yale Museum, J. T. Robertson. *Highly imaginative . . . com- 
. intriguing. . 


patible with hilly terrain. . 


. inviting" 


ES 


. works well as a whole . . 


ES 
E 
ж 
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Syracuse Hospital, Michael Н. Specter. “Ап attractive, modest 
building appropriate to a small community" 


Houston Municipal Building, W. C. Widdowson: “A dignified 
solution to problem... 


looks like public building” 


cta 
#4 


Washington Housing, Richard Claybow. “Consistent site plan 


. pleasant interior spaces" 


SIX STUDENTS GET KOPPERS AWARDS 


Continuing an expanding student 
scholarship program begun in 1957 
with five schools, the Tar Products 
Division of Koppers Company, Inc. 
has awarded $1000 scholarships to 
six fourth year students in architec- 
tural schools throughout the country. 

The competition is integrated into 
the educational programs of the 
schools through the department of 
architecture in each school selecting 
the design problem and the students 
competing only with their classmates, 
rendering their creative interpreta- 
tion of the project. The only restric- 


tion Koppers imposes is its insistence 
on primarily flatroof design. 

Schools participating are selected 
periodically on a geographical rota- 
tion basis to give regional represen- 
tation to the Association of Collegiate 
Schools of Architecture. 

The local jury in each school is 
composed of the head of the depart- 
ment of architecture, the professor of 
the group involved, and a visiting 
critic. This year designs by six final- 
ists from each school, 36 in all, were 
submitted to the national panel of 
judges, which included Paul Schweik- 
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her of Carnegie Tech, Paul Rudolph 
of Yale, and Joseph Hazen of Archi- 
tectural Forum Magazine. 

The schools and their individual 
projects were: Yale, a museum; 
Washington University (St. Louis), 
housing; Ohio State, office building; 
Clemson University, a school; and 
Syracuse University, a hospital. 

The six award-winning designs, 
the names of their student designers 
and comments of the jury are shown 
on this page. 

Plans are to increase the number 
of scholarships to eight in 1961. 


Buildings in the News 


CULTURE, RELIGION AND 
ARCHITECTURE IN INDIANA 


One of the most improbable commis- 
sions of modern times in one of the 
most improbable locations has pro- 
duced a highly provocative and cer- 
tainly strongly personal statement 
by the post-Mies Philip Johnson. 
For the little town of New Harmony, 
Indiana, and in memory of its 18th 
and 19th century religious and social 
reformers, Mr. Johnson has designed 
а "shrine" which seems likely to take 
а permanent place among the more 
ironie examples of current architec- 
tural swashbuckling. , 
According to Mr. Johnson, the 
shrine is suppcsed to convey the feel- 
ing of a "concentration of the spirit 


of religion . . . When you enter its 
great doors, peace should come over 
you." 


The shrine consists of a dome 
which shelters a bronze statue of 
the Virgin by Jacques Lipschitz, 
lighted through a four-ft wide open- 
ing at the peak; a 12-ft high brick 
wall enclosing the shrine area ; sculp- 
tured bronze gates before a stone 
path leading to the dome; and a ter- 
race. Brick, limestone and wood are 
used almost exclusively for construc- 
tion. 

From six oval stone blocks ar- 
ranged in a 50-ft circle, curving lami- 
nated fir supports rise to join with 
а brass ring, 6 ft in diameter at the 
top, 47 ft from the ground. Joined 
to the upright supports are curving 
ribs of laminated fir, which are cov- 
ered with plywood and cedar shakes. 

A shrine to the Rappites who 
founded a communal religious com- 
munity in New Harmony, it also hon- 
ors the Owenites who purchased the 
town in 1824. To be the nucleus of a 
“cultural and religious renaissance” 
planned by the state of Indiana, the 
shrine is open to the public and is 
also used for religious meetings. 

Funds for the shrine came from a 
trust set up by Robert Blaffer, ad- 
ministered by his daughter, Mrs. 
Owen. 

General Contractors were Traylor 
Brothers Construction Company of 
Evansville, Ind. 
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COLD SIDE 
Alumiseal Finish 
of walls & ceilings 


ИЛ 
pun 


WARM 

SIDE 
Alumiseal 
Vapor Barrier 


neither HEAT...nor COLD...nor WATER VAPOR...can ever 
decrease initial efficiency of 


TRADE MARK REG. U.S. ҒАТ. OFFICE 


ALUMISEAL 


U.S. PATS. ond PATS. APPLIED FOR 


Reflective Insulation with 


BALANCED 
VAPOR BARRIER CONSTRUCTION 


For complete engineered mastery of Temperature, from sub zero, cryogenic temperatures to melting point 
of metals . . . for permanent thermal efficiency throughout the life of the building . . . and for absolute 
elimination of maintenance problems and costs, it will pay you to look into Alumiseal—the ultimate 
in insulation today. 


Alumiseal is designed and installed to the most exacting engineering standards, using ALCOA Aluminum 
throughout. It is unconditionally guaranteed to have a reflectivity of 95% to 97%, and has been proved 
by two decades and thousands of installations for Industry and Government. For all types of refrigerated 
and controlled-environmental spaces, Alumiseal is the insulation that will serve you and your client best— 
throughout the life of the building! 


Typical of the major organizations using Alumiseal are American 
Bakeries Company; American Can Company; Bickford’s, Inc.; Food 
Fair Stores, Inc.; Gorton’s of Gloucester; Hot Shoppes, Inc.; Howard 
Johnson’s; Massachusetts General Hospital; New York State Hospitals 
and Institutions. 


WE CHOSE 


ЖАЛАНЫ МАЛ | 


ALUMINUM company OF AMERICA 


For demonstration and inspection of actual installations with years of 
continuous usage, write Alumiseal Corporation or consult your nearest 
licensed Alumiseal Distributor Applicator, who is equipped to furnish 


"used in every sheet of Alumiseal" experienced installation. 


EXCLUSIVE DISTRIBUTOR APPLICATORS 


NEW ENGLAND WESTERN VIRGINIA FLORIDA, GEORGIA, ALABAMA & 
Homans Kohler, Inc. Institutional- Restaurant-Schools TENNESSEE 

48 Wareham St., Boston, Mass. Wm. P. Swartz, Jr. & Co. Inc. Aluminum Insulating Co., Inc. 
EASTERN PENNSYLVANIA, DELAWARE & 42] Luck Ave., Roanoke, Va. 558 W. 18th St., Hialeah, Florida 
SOUTHERN NEW JERSEY MINNESOTA, NORTH & SOUTH DAKOTA, 32 Peachtree St., N. E., Atlanta, Ga. 
W.M. Moyer Co. WISCONSIN & IOWA EW ZE 

1616 Walnut St., Philadelphia, Pa. Hickory Insulation Co. NEW 7 ALAND i 

4200 Chambers Hill Rd., Harrisburg, Pa. 1750 Hennepin Ave. Ellis Hardie Symington, Ltd. 

New St., Quakertown, Pa. Minneapolis, Minn. Fanshawe St., Freeman's Bay, Auckland 
VIRGINIA NORTHERN CALIFORNIA AUSTRALIA 

R. M. Dunville & Bros., Inc. Peterson Cobby Supply Co. Australian Asbestos Insulations PTY, LTD. 
214 South 2nd St., Richmond, Va. 218 Clara St., San Francisco, Cal. 54 Meeks Rd., Marrickville, N.S.W. 


Engineering, Design and Installation by TRADE MARK REG, U.S- PAT. OFFICE 


C. Т. HOGAN & CO., INC., 429 EAST 53rd ST. | JACE A 
Ы New York 22, М. Y. • Tel. PLaza 5-5881 Y | ' | \ | 
SEE OUR PACIFIC COAST REPRESENTATIVE ша иш чш ш "i 2 шаш а шш 
CATALOG IN| 1615 Polk Street, San Francisco 9, Calif. « Tel. PRospect 5-4438 ME WE C UL 


SWEET'S- CORPORATION 
SOUTHEASTERN REPRESENTATIVE 


Aladdin Road, Lookout Mountain, Тепп. • Tel. VErnon 1-7994 


429 EAST 53RD ST., NEW YORK 22, N.Y. 


OR WRITE FOR COPY 
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HOSPITALS 


Doctors' 
lounge 


Central |ы! 
Supply ||!) 


JP 

Message hes, 
Center |1 И 

131416) | 


e Provide for instant 
response in surgery. 


e Raise nurses' productivity; 
improve patient care. 


[3) Ease doctors' registration. 


© Increase versatility of 
doctor-paging systems. 


© Make the environment 
more congenial. 


Q Keep telephone lines free. 
(7) Expedite emergency services. 


ways to use functional sound and communications... 


to improve patient care 
and hospital efficiency 


On the following pages, you will find the benefits listed above explained in greoter 
detail . . . plus an unusual offer of assistance in planning sound and communication 


systems . . . with single-source responsibility from........ y/77777. > 
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How to get the most out of 


communications and sound in HOSPITALS 


Well-planned Executone sound-communication systems can 
perform heroic labors in the hospital. More than 30 different applications have been 
designed. Seven broad areas are detailed here. They are capable of lifting 
many burdens that high costs and personnel shortages impose on 


1. Provide for instant 
command-response in surgery 


Lives can be saved by immediate re- 
sponse to doctors' commands in the Sur- 
gical Suite. It is vital that a surgeon obtain 
assistance from remote departments with 
as much dispatch as he receives an in- 
strument from his Operating Nurse. He 
may, for instance, have to suspend an 
operation until a report on a specimen 
can be obtained from Pathology . . . until 
Blood Bank or Sterile Surgical Supply 
can fill an unforeseen need. 

Executone's intercom systems put these 
services at the surgeon's immediate dis- 
posal. They fulfill special requirements 
of the Operating Room — explosion- 
proofing ... foot-operation . . . extremely 
well-modulated voice reproduction. 
They can, in addition, be used to trans- 
mit 2-way voice communication between 
the surgeon and students. 

In other than surgical areas where 
urgent situations arise, action can almost 
always be expedited by properly-speci- 
fied Executone communications. Recov- 
ery Rooms, Obstetrical Suites, Emergency 
Department, Central Supply, mechanical 
service areas— all require the high de- 
gree of dependable contact for which 
схесиопе equipment is designed. 


patients, administrators and staff. 


2. Raise nurses' productivity; improve bed-patient care 


Time and motion studies have proved 
repeatedly that nurses' foot travel can 
be reduced Бу as much as 65%. At the 
same time, more bed-care duties can be 
assumed by orderlies, aides and Practical 
Nurses. The source of these skilled-labor- 
savings is the Executone audio-visual 
nurse call system. It can make a reduced 
nursing staff more responsive to the pa- 
tients' needs. 

In most cases, it can be installed using 
existing nurse call wiring . . . avoiding 
the inconvenience and loss of income 
that would result from closing a nursing 
floor. An effective audio-visual system 
will incorporate the following factors: 


a. ability of patients, including those 
unable to move or speak normally, to use 
the system effortlessly. 


b. operation of the system with all its 


...in new and existing hospitals 


advantages regardless of the location of 
nurses at any given moment, or the num- 
ber of calls registered. 


c. provisions to eliminate the possibility 
of a patient's being without means of 
signalling. 

d. psychological reassurances— of the 
proper registration of a patient's call, 
and the maintenance of his privacy. 


e. foolproof, urgent-priority call regis- 
tration from bathroom stations. 


f. use of the system to monitor sounds 
in post-operative cases, polio or seclu- 
sion wards, nurseries, etc. 


A demonstration of Executone's ad- 
vanced nurse call equipment will show 
you how all these functions and safe- 
guards can be implemented, and an op- 
timum system designed for new or exist- 
ing construction. 


3. Ease doctors' 
registration and 
message problems 


In-out registration and message col- 


lection duties are so burdensome to doc- 
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tors that many frequently neglect these 
essentials. Confusion and delays result. 
Executone, however, makes available a 
variety of systems designed to relieve 
this condition. One notable advance— 
especially in medium-sized and large 
hospitals—is Executone's simplified, one- 
stop register-and-message facility. 

This facility is made available to the 
doctor at all habitually used entrances. 
Each register is tied in to a central com- 
pact "memory" unit at the hospital mes- , 
sage center. The doctor need only punch 


his own 3-number code into the nearest 
register and indicate whether he is en- 
tering or leaving. This information is 
stored in the "memory" unit and is in- 
stantly available at any register—merely 
by punching the same code number. If 
there are messages for a doctor when 
he uses a register, a blinking light alerts 
him, and he may speak to the message 
center by 2-way intercom right at the 
spot. System is designed for simultaneous 
registration to save doctors’ time. Тһе 
use of a central "memory" unit makes 
possible significant economies in wiring. 


4. Increase the versatility of 


The paging facilities in today's hospi- 
tal can offer a far greater range of serv- 
ice—thanks to Executone's multi-purpose 
systems. Not only does this equipment 
make possible a variety of interchange- 
able paging methods, but it will accom- 
modate background music and alarm 
functions as well. 

In addition to the conventional all- 
hospital page, the Executone-equipped 
paging center may use: 


zoned paging. A doctor's activities 
are generally confined to specific floors 
and departments. A sequence of zoned 
pages will usually locate him without dis- 
turbing the entire hospital. A typical se- 
quence might be: obstetrical suite . . . 
maternity ward . . . doctors' lounges and 
dining rooms. 


localized paging. This system operates 
as above—with this exception: On floors 
or wards served by nurses' stations, pag- 
ing is restricted to the duty area. The 
duty nurse, who knows if a certain doc- 
tor is on the floor, completes the page by 
selective use of the nurse call system. 
This method offers maximum quiet in pa- 
tient areas. 

Executone implements either or both 
of these functions with advanced circuit- 
selection, amplification and reproduc- 
tion components. Voice quality is unusu- 
ally true and well-modulated. 


5. Make the hospital environment more congenial 


Sound can be genuinely therapeutic. 
Leading administrators attach great im- 
portance to its use for diversion and en- 
tertainment. They favor the availability 
of music—in wards and labor rooms, for 
example, as well as waiting rooms and 
visitors' facilities. Chapel services can 
be transmitted to the rooms of patients 
who so desire. Radio broadcasts can 
be made available at each bed. 

Executone's versatile paging and 
nurse call systems readily handle these 
additional functions. For example, each 
patient can be supplied with an Execu- 
tone Pillow Speaker and controls. This 


remarkably compact instrument is a high 
quality sound reproducer . . . radio sta- 
tion and TV channel selector . . . volume 
control . . 
in one. No radios are needed in the 
rooms. Programs—and transmissions of 
records or tapes—originate at a central 
control rack. This facility helps keep 
rooms uncluttered. 


. and nurse-call cord set—all 


6. Speed internal action; keep telephone lines free 


Reliance on the telephone for internal 
communication in the hospital often re- 
sults in delay and switchboard conges- 
tion. Efficiency requires a channel of 
communication independent of the tele- 


T. Expedite out-patient, 
clinic and 
emergency service 


Traffic can be made to flow smoothly, 
and doctors' time conserved, Бу effec- 
tive communications in departments serv- 
ing ambulatory patients. These include 
out-patient waiting and examining 
rooms, clinics, X-ray suites, etc. Increase 
in the number of patients processed daily 
can regularly be achieved. Emergency 
admissions, too, can be handled with 
dispatch and efficiency . . . day and 
night. 

Executone intercommunication — be- 
tween nurses' duty stations and the med- 
ical facilities they serve—is the key to im- 
proved operation in these areas. Ап 
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in order that administrators 
may have direct contact with heads of 
departments . . . that medically related 
departments be in instant touch with one 
another .. . that there be adequate inter- 
com facilities within departments, parts 
of which may be physically separated. 
Executone's advanced intercom sys- 
tems have proved their worth in hun- 
dreds of hospital applications—in terms 
of vastly increased staff productivity, 
time savings, and freeing switchboards 
for rapid response to emergency calls. 


phone... 


ambulance entrance which is not regu- 
larly staffed at night can be made func- 
tional around the clock—by the use of an 
outdoor Executone ambulance intercom 
station to summon proper personnel upon 
arrival of an emergency case. 


On the next page... an offer of unusual 
benefit to you and your client 


ег ге 
43131131111; 
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How to get the most out of communications and sound 


Еее ТЕ OFFERS YOU SIX STAGES OF SERVICE... 
WITH SINGLE-SOURCE RESPONSIBILITY 


STAGE @ PERSONNEL INSTRUCTION 


Executone representatives will train and—when 
necessary—re-train your client's personnel in the 
proper operation of the system. This planned program 
assures maximum benefits through full utilization 

and correct care of the equipment. 


STAGE @ MAINTENANCE ON THE PREMISES 


To assure uninterrupted performance from any Executone 


STAGE 0 DESIGN STANDARDS system, prompt and reliable maintenance service and 


Executone's service-tested design standards— 
mechanical, electronic and acoustical are your 
assurance of trouble-free system performance. Design 
ingenuity—resulting in simplification, miniaturization and 
increased capability—keeps the cost of an Executone 
installation competitive . . . reduces maintenance costs. 


STAGE б) CONSULTATION OR SURVEY 


To help you plan an optimum system, your local 
Executone Systems Engineer will assist in a 


complete stocks of factory replacement parts are 
always available locally. Each distributor is staffed 
with skilled technicians trained on a continuous 

basis at Executone's Factory Technical School . . . to 
provide your client with expert service on his own 
premises . . . for the life of the building. 


STAGE Q FULL YEAR FACTORY GUARANTEE 


Every Executone system and component is guaranteed 
by the Executone factory for a full year. 


comprehensive study of your client's needs . . . 
recommend the equipment designed to meet them 
within his budget . . . suggest ways of implementing a 
system through modular purchases where funds are 
severely limited . . . provide you with full information on 
a professional level. You will find him thoroughly 
conversant with specialized practices in your 

client's field. 


EXECUTONE offers single-source responsibility 


One organization responsible for all sound and 
communication systems . . . 


* planning coordinated 
* purchasing simplified 
* installation expedited 
STAGE б) INSTALLATION AND SUPERVISION . systems cially (tegrated 
Your Executone distributor will assume full responsibility 
for the final and satisfactory operation of the system— 
whether installed by a contractor or by a factory- 
trained Executone crew. An Executone Field Engineer 
will co-ordinate and supervise all phases of the 
installation, and check it out thoroughly on completion. 


One phone call for service . . . 


* local personnel immediately 
available who know all systems 
in the hospital. 


Salom et t tkt THIS COUPON WILL BRING YOU UP-TO-THE-MINUTE INFORMATION OR ASSISTANCE . . . WITHOUT OBLIGATION – – – – – – – 
Executone, Inc., Dept. T-3, 415 Lexington Avenue, New York 17, N. Y. 


ПІ would like my local Executone Systems Engineer to call. 


1 would like detailed literature on intercom and sound systems for the following building types: 
[Г] new hospitals 0 churches L] offices L] transportation terminals 
ЖЕРИ; HIH 0 existing hospitals O plants L] retail stores [Г] other 
0 schools 
COMMUNICATION and SOUND SYSTEMS Nome Title 
Firm. 
Address 
City. _Zone State. 


In Canada: 331 Bartlett Avenue, Toronto 
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| FABRICATED ENTIRELY from 
DISTRIBUTOR’S STOCK... 


| Transoms, sidelights, borrowed lights, entrance frames— 
_ all assembled by your local distributor for daily delivery. 
= Steelcraft's pre-engineered components permit unlimited 
. design variations. Doors are available with standard cut 
= out for cylindrical, mortise, unit and integra-locks. Your 
. Own choice of hardware, panic devices, concealed clo- 
| sures, trim and finish. Frames are all prepared for Uni- 
versal Strike (ASA). 


з НК Mo 


a 


STEELCRAFT 


standard METAL DOORS 
and FRAMES оч 


Now you can have complete versatility in standard metal doors . . . and 
frame variety to match. Rugged, handsome doors—flush, exceptionally sound 
deadened, and with “billiard table" flatness due to their unique Honeycomb 
core that tests prove to be superior to girder type construction. Quality at low 
cost, too—for Steelcraft's standardization and modern-flow assembly make 
possible passed-on production economies. Get the full story today on why more 
and more architects specify Steelcraft. Valuable brochure on request. 


The Steelcraft Mfg. Company 
9017 Blue Ash Road, Cincinnati 42, Ohio 


Please send me the Steelcraft brochure on the most 


complete line of standard steel doors and frames in 
the industry. 


n ——————ÓÀ 

THE STEELCRAFT MANUFACTURING COMPANY 
9017 Blue Ash Road, Cincinnati 42, Ohio Dn n————————— 
ӨШУ, ет a ZONE... SFAT Ecrin 
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News of Architecture Abroad 
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SKYSCRAPERS FOR PARIS, 
NEW LIFE FOR MONTPARNASSE 


In an ambitious replanning of 20 
acres on the famous Left Bank in 
Montparnasse, freed by the demoli- 
tion of the century-old Gare Mont- 
parnasse and its maze of tracks, a 
new railroad depot will be built as 
the lower floors of a series of tall 
blocks. 

Project Architects are: Beaudoin, 
Cassan, Lopez, de Narien and Saubot. 

The central feature of the new 
area will be a 50-story structure, 600 
ft high, described by the architects 
as “ап opportunity for the present 
generation to inscribe the architec- 


22 


ture of today on a district where 
there is not a single stone which 
deserves preservation." The lower 
floors of the tower will form a plat- 
form 984 ft long and 328 ft wide to 
comprise the new terminal. 

First stage in the redevelopment 
is the erection of six office buildings 
parallel to the tracks into the station. 

The redevelopment complex will in- 
clude parking space for 6000 cars, a 
1000-room hotel, offices, airways 
terminal, apartment buildings, con- 
gress halls and artists’ studios. 

Public and private funds will fi- 
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Railroad station is on lower floors of tower. Long station 
structure will continue at same height to form wings for 
other buildings, none less than 18 stories high. Tracks will 
be roofed over. Underneath buildings and triangular es- 
planade, planted with trees and shrubs will be railroad 
installations and parking area 


nance the project. Planning the legal 
and financial details of the scheme 
and controlling the project's design 
and construction is the Societe 
d'Economie Mixte Main-Montpar- 
nasse, a company formed with the 
active support of the City of Paris, 
National Organization for State Mar- 
kets and Groupement Foncier Fran- 
cais. 

One of the main aims of the new 
development is to restore to Mont- 
parnasse, now moribund as the Paris 
population moves west, some of its 
old commercial and artistic vitality. 


L ¥ 
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Natural; 


~ 
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add both to 
your school 
design with 


In the words of John Ruskin, a build- 
ing “should do its practical duty well, 
and be graceful and pleasing in doing 
it." To help you achieve this ideal in 
school design, Jenn-Air has devel- 
oped AsTRO-VENT, combining 
acrylic resin skylight and centrifugal 
fan into one handsome “low silhou- 
ette" unit. 

With air moving capacities from 
180 to 4400 cfm, AsTRO-VENT is 
the first dual-purpose unit to satisfy 
heavy-duty institutional require- 


JENN-AIR 


light and ventilation for eager young minds 


Astro Vent | 


ЫЎ VENTILATED SKYLIGHTS 


ments. It can be used in any corridor 
or room, even where noise control is 
a critical factor. 

Jenn-Air offers ASTRO-VENT in 
a wide range of sizes and in combi- 
nations of single vent with one or two 
lights and double vent with one light. 
Use these in conjunction with Jenn- 
Air AsTRO-LiTE Skylights, and you 
have an unlimited array of geo- 
metric patterns at your command. 
You circumvent the problems of 
glare, distraction and heat loss cre- 


Leader in Functional Imagineering... 


JENN-AIR PRODUCTS COMPANY, INC. 
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° ASTRO-LITE 


ated by window walls and the need 
for expensive indirect ventilation as 
well. What better way to assure 
fresh air and perfect light diffusion 
throughout every room? 
ASTRO-VENT апа Автко-ІЛТЕ are 
fully described іп Jenn-Air Bulletin 
60-LV. Let us send you a copy. 


Г? 
Ё Š 
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Dani 
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JENN-AIR 


1102 Stadium Drive * Indianapolis 7, Ind. 
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HE MEDUSA PORTLAND CEMENT COMPANY head- 
2g building in Cleveland Heights, Ohio 
was planned as a show-case for the beauty, strength 
and functional versatility of concrete. Meticulous 
attention was paid to every design detail, from the 
imposing sculptured Medusa head trademark on the 
east wall to special precast concrete interior panels. 
Similar devotion to craftsmanship gives Dover Ele- 
vators (formerly Shepard Elevators) outstanding 
performance characteristics. Dover Elevator ma- 
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° ATTENTION TO DETAIL | 


chines are beautifully designed, combining compact- 
ness, accessibility of parts, symmetry of lines and 
physical proportions that provide adequate strength 
and durability. Their appearance is indicative of the 
optimum performance delivered. Dover Elevators 
are now available throughout the United States and 
Canada in both geared and high-speed gearless 
types to satisfy the most exacting vertical transpor- 
tation requirements of all your multi-story projects. 
A letter will bring you more information promptly. 


DOVER CORPORATION, Electric Elevator Division, 5050 Brotherton Road, Cincinnati 9, Ohio 


DOVER 
ELEVATORS 


Fine elevators since 1861 
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Meetings and Miscellany 


FIRST STAGE WINNERS ANNOUNCED IN 
FRANKLIN DELANO ROOSEVELT COMPETITION 


The six winners of the first stage of 
the Franklin Delano Roosevelt Me- 
morial Competition have been an- 
nounced by Edmund N. Bacon, Pro- 
fessional Adviser; their designs will 
be withheld from publication, in ac- 
cordance with the rules of the pro- 
gram, until the winner of the second 
stage is announced on January 3. 
The successful competitors among 
the 574 from all parts of the coun- 
try who submitted designs were: 
Abraham W. Geller, architect of New 
York City associated with Douglas 
Gordon, Diana Kirsch, and Claude 
Samton; Tasso Katselas, architect 
of Pittsburgh; Rolf Myller, architect 
of New York City; William F. Peder- 
son and Bradford S. Tilney, archi- 
tects of Boston associated with Jo- 
seph Wasserman, David Beer, and 
Norman Hoberman, sculptor; J. Ed- 
ward Luders, architect, Hideo Sasaki, 
Don Olson and Robert J. Reilly asso- 
ciated as Sasaki-Walkers-Luders As- 
sociates of Watertown, Mass.; and 
Joseph J. Wehrer, architect of the 
University of Michigan associated 
with Harold J. Borkin. 

The competition’s professional 
jury was headed by Pietro Belluschi, 
Dean of the School of Architecture 
and Planning, МІТ. On the jury 
were: Thomas D. Church, Landscape 
Architect of San Francisco; Bartlett 


Hayes Jr., Director of the Addison 
Gallery of American Art, Phillips 
Academy, Andover, Mass.; Joseph 
Hudnut, Professor of Architecture 
Emeritus, Harvard; and Paul Marvin 
Rudolph, Chairman of the Depart- 
ment of Architecture, Yale. 

The jury was impressed by the 
number of ideas submitted and by 
the seriousness of the entrants. The 
report noted “the wide variety of 
solutions ranging from pure sculp- 
ture to abstract architectural forms, 
from civic plazas, including wide par- 
ticipation of the public, to quiet and 
simple garden schemes”... “the 
six contestants chosen to prepare the 
final drawings represent widely dif- 
fering solutions; some leaving the 
park-like character of the site un- 
touched, others remodeling the topog- 
raphy to suit their particular ideas." 
The jury felt the designs would re- 
sult in a group from which a fine 
Roosevelt memorial may be developed. 

The six winners of the first stage of 
the competition will be awarded $10,- 
000 each and will prepare detailed 
drawings and models for submission 
in the final stage. The second stage 
winner will be awarded $50,000. Fol- 
lowing the final judging on Decem- 
ber 29-30, an exhibition will be held 
of winning and honorable mention 
designs. 


Drawn for the Record by Alan Dunn 
“Let’s get right down to business!” 


Charles and Ray Eames Win 
First $20,000 Kaufmann Award 


The first $20,000 Kaufmann Interna- 
tional Design Award has been won by 
Charles and Ray Eames, designers in 
all facets of industrial design, in- 
cluding architecture, furniture and 
films. 

With design defined as “the form- 
ing of useful, meaningful and ex- 
pressive products, delightful  be- 
yond the satisfaction of needs or en- 
tertainment," the Kaufmann Design 
Award aimed at a significant contri- 
bution to the character of present- 
day design. 

This largest comprehensive award 
ever offered in the design field was 
made in Lugano, Switzerland in mid- 
September, from a panel of distin- 
guished candidates submitted by con- 
sultants from all parts of the world. 
The jury was composed of: Arthur N. 
BecVar, Manager of Industrial De- 
sign for the General Electric Com- 
pany; Erik Herlow, professor of 
Design at the Danish Royal Acad- 
emy; George Nelson, American in- 
dustrial designer; Sir Herbert Read, 
British educator and architectural 
critic; and Dino Olivetti, President 
of the Olivetti Corporation of Amer- 
ica. Non-voting chairman was Mateo 
Lettunich, Director of the Arts Di- 
vision of the Institute of Internation- 
al Education. 

more news on page 28 
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in new ITT Building gives dramatic proof... 


p 
Nes \ 


„ LONOLITE 
MONO-KOTE 


sprays on, stays on...cuts fireproofing costs! 


Hundreds of manhours, thousands of dollars 
were saved with new Zonolite Mono-Kote 
fireproofing on New York City's new I T T 
Building. 

Mr. Melville Praeger, president of Morell- 
Brown, plastering contractors, reports that 
“the use of Mono-Kote in the I T T Build- 
ing provided enormous savings in labor and 
materials. It adheres perfectly to metal, 
without fall-outs. It withstands humidity 
and temperature changes. There are no in- 
gredients irritating to workers. Job perform- 
ance quality is easily maintained. And I 
should add that the technical assistance 
given by Zonolite is invaluable, particularly 
in the present period when new changes are 
taking place in construction." 

Designed specifically for machine applica- 
tion, Zonolite Mono-Kote represents the new- 
est, most advanced development in fireproof- 
ing materials. Applied direct to steel beams 


Mail coupon today for new technical 
bulletin including fire-test data 


and the underside of steel floors, it saves up 
to 7 inches per story in height—permitting 
drastic savings in other construction mate- 
rials. It sprays on in one fast, trouble-free 
operation, sets hard and fissure-free with 
bond strengths of 400 to 500 psf. 


Complete data on new Zonolite Mono-Kote 
including Underwriters’ Laboratories fire-test 
information is yours for the asking. Phone 
your Zonolite Sales Office, or send the coupon 
today. 


ZONOLITE company 


135 S. LaSalle Street, Chicago 3, Illinois 


ZONOLITE COMPANY, Dept. AR-100 
135 S. LaSalle Street, Chicago 3, Illinois 


Please send me MONO-KOTE Technical Bulletin PA-53 


Name 
Firm 
Position. 
Address. 


City & Zone. 
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Meetings and Miscellany 


Architect To Be Chosen 
For Hawaii State Capitol 


The State of Hawaii is in the process 
of selecting an architect for a new 
state capitol building. Island and 
mainland architects interested in 
serving were invited to submit state- 
ments of their qualifications and 
experience with evidence of their 
work by approximately mid-Septem- 
ber. 

The 1960 State Legislature having 
appropriated the sum of $100,000 for 
the preliminary plans and architec- 
tural design, Governor William F. 
Quinn in August appointed a 14- 
member committee to select the ar- 
chitect for the proposed $7 million 
building. 


Architecture Stressed in 
Two Sessions of AHS Convention 


The architects who attended the 62nd 
annual convention of the American 
Hospital Association August 29-Sep- 
tember 1 in San Francisco found that 
among the 58 different subjects cov- 
ered in the program—ranging from 
“Infections in Hospitals” to “Тһе 
Hospital’s Role in the Care of the 
Aged’’—were two sessions of partic- 
ular interest to them. Of the two the 
livelier was the panel on “Interna- 
tional Viewpoints on American Hos- 
pital Design," which included the 
pithy observations of а young Aus- 
tralian architect, Peter Scrymgeour, 
holder of this year's Harkness Fel- 
lowship, who had visited many U. S. 
hospitals in his travels; the more 
gentle commentary of Australia's 
dean of hospital architects, Sir Ar- 
thur Stephenson; and the practical 
viewpoint of the hospital administra- 
tor, given by John Kinnaird, a Scot 
from Edinburgh. 

Both Sir Arthur and his fellow 
countryman took U. S. hospitals to 
task for not making greater use of 
the multi-bed room; and where the 
former urged that “bringing the 
nurse into closer association with 
the patient" continue to be the hos- 
pital's primary concern, the latter 
begged the American architect to 
consider the nurse as much as he 
does the patient in planning the 
nursing unit. Both agreed on the 
environmental characteristics de- 
sirable in a hospital: Sir Arthur 
asked for "human scale,” Scrymg- 
eour for “buildings that are fun to 


walk around in, pleasant to look at, 
and meet all the requirements too." 
Serymgeour offered his “KISS” rule: 
"Keep it simple and safe" as a good 
guiding principle. 

Тһе other session of architectural 
interest was a Conference cn Hospi- 
tal Planning dealing with “Com- 
munity Planning for Care of the 
Chronically Ill and Aged;" “А Hos- 
pital Designed Against Radiation 
Fallout,” described by Julian Sma- 
riga, structural engineer, division of 
Hospital and Medical Facilities, Pub- 
lic Health Service; and “Planning the 
Patient’s Room,” a two-part presen- 
tation with Anthony J. J. Rourke, 
M.D., New York City hospital con- 
sultant giving the main paper, and 
William R. O’Connell, A.I.A., of Aus- 
tin, Tex., acting as architect-discuss- 
ant. 

Smariga’s hospital proved a con- 
troversial proposal, suggesting that 
the fallout-proof section of the hos- 
pital be a separate building, three 
stories high, connected to the main 
hospital, but there was little discus- 
sion of it during the session. Effi- 
ciency and economy were the two 
points most frequently mentioned in 
conversation. Dr. Rourke’s paper pre- 
sented an exhaustive array of solu- 
tions to the patient nursing unit— 
a veritable primer for the hospital 
planning neophyte. 

—Elisabeth Kendall Thompson 


1961 A.I.A. Convention planners be- 
fore Independence Hall plot April ac- 
tivities for Philadelphia meeting. They 
are Charles E. Peterson, Beryl Price, 
Herbert H. Swinburne, and Harry W. 
Peschel 
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A.S.L.A. Endorses Competition 
For Mobile Home Park Design 


The American Society of Landscape 
Architects is endorsing a mobile 
home park design contest sponsored 
by the Mobile Home Research Foun- 
dation and Rogers Industries. With 
cash prizes totaling $9350, the com- 
petition aims to create an outstand- 
ing park, to explore new concepts of 
site planning, and to create a place 
for mobile homes in the community. 

The competition for U.S. residents 
will be divided into two categories: 
one for students in landscape archi- 
tecture, architecture and city plan- 
ning; the other for registered land- 
scape architects or associations of 
planners or architects. 

On the jury will be Vernon De- 
Mars, Head, Department of Architec- 
ture, University of California; Stan- 
ley Hart White, professor emeritus, 
University of Illinois, Department of 
Landscape Architecture; Hideo Sa- 
saki, professor and chairman of De- 
partment of Landscape Architecture, 
Harvard Graduate Design School; 
George F. Miles, founding member, 
Mobile Home Research Foundation; 
Eugene R. Martini, Southeastern 
Chapter President of A.S.L.A. 

Student prizes are $1000 first, $500 
second, $250 third, three fourth prizes 
of $100, and six honorable mentions 
of $50; professional awards, $4000 
first, $2000 second, and $1000 third. 

For programs, students should 
register by Oct. 15, professionals by 
Dec. 15. Forms and information can 
be had from John L. Bloom, Profes- 
sional Adviser, Mobile Home Park 
Competition, 20 No. Wacker Drive, 
Room 656, Chicago 6, Illinois. 


Brunner Scholarship Available 


Active U.S. architects with advanced 
professional background may apply 
for a top architectural award, the 
$3000 Arnold Brunner scholarship. 

Offered annually by the New York 
Chapter of the A.LA., the scholar- 
ship calls for study in a special field 
which will contribute effectively to 
the practice, teaching or knowledge 
of architecture. Candidates may 
choose their field. 

For information and applications, 
architects can contact Peter S. Van 
Bloem, secretary, New York Chap- 
ter, А.І.А., 115 East 40 St, New 
York 16, N.Y. Deadline is Nov. 15. 


Another new development using 


raw materials 


NEW LOOK 
FOR 
STAIR RAILINGS 


... the color and 
warmth of 


Beauty with a promise: that's what stair 

railings get from new cap strip extruded 

of a semi-rigid Geon vinyl. You can get 

the same beauty as before—or better. 

Тһе strip can come in any desired shape, 

with high luster in gold, bronze, red, 
black or gray. 

At the same time there's the 
promise of longer-lasting, easier- 
to-care-for beauty. Geon resists 
staining, doesn't show rub wear, 
is remarkably resistant to abra- 
sion. Still, if damaged accident- 

ally, it can be repaired easily. It gives a 
railing a warm, natural touch that con- 
trasts sharply with the cold feeling of 
other materials. 

Тіһі semi-rigid Geon vinyl provides 
the durability of rigid Geon vinyl with 
sufficient flexibility to allow easy han- 
dling, installation, and absorption of 
dimensional changes which might be 
caused by variations in temperature. It 
can be applied on curves down to a 
radius of 3 inches. It's another sample of 
the way Geon can improve a product— 
or open whole new markets. For 
information, write Department СЕ-5, 
B.F.Goodrich Chemical Company, 3135 
Euclid Avenue, Cleveland 15, Ohio. 
Cable address: Goodchemco. In Canada: 
Kitchener, Ontario. 
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B. F. Goodrich Chemical Company 
a division of The B.F.Goodrich Company 


AACO РЫН) GEON vinyls - HYCAR rubber and latex - GOOD-RITE chemicals and plasticizers 
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CONCRETE 


FOR KAHN'S "IVORY TOWERS" 


То architect Louis Kahn, the ideal environment for 
a research scientist is a laboratory secluded from 
its necessary utility services. 


This is illustrated —uniquely —by Kahn's new med- 
ical research building at the University of Penn- 
sylvania. Here laboratories occupy three 8-story 
towers. These connect at each floor with a central 
structure containing the mechanical equipment, 
elevators, and other services. Air intakes, exhausts, 
and fire stairs are housed in tall exterior shafts. The 
laboratory studios therefore provide a quiet atmos- 
phere, free from distraction. 


Concrete contributed intriguing architectural ex- 
pression to this significant complex. More than 
1,000 precast members were manufactured to ex- 
tremely close tolerances in four specially-designed 
shapes. At the site, they were interlocked intricately 
to ereate the structural frames for the laboratory 
towers. 


Concrete for all these precast members was made 
with ‘Incor’®, America's first high early strength 
portland cement. By speeding the production of 
such precast concrete members, 'Incor' helps make 
them economical, helps make this unique type of 
construction possible. 


LONE STAR 


CEMENT CORPORATION 


100 Park Avenue, New York 17, N. Y. 


The western hemisphere's leading 
producer of portland cements... 
and the originator of 'Incor'? high 
early strength portland cement. 


ALFRED NEWTON RICHARDS MEDICAL RESEARCH BUILDING, 
UNIVERSITY OF PENNSYLVANIA, Philadelphia, Pa. ARCHI- 
TECT: Louis I. Kahn. STRUCTURAL CONSULTANT: Dr. 
August E. Komendant. STRUCTURAL ENGINEERS: Keast & 
Hood. GENERAL CONTRACTOR: Joseph R. Farrell, Inc. 
PRECAST, PRESTRESSED UNITS: Atlantic Prestressed Con- 
crete Company. READY-MIX CONCRETE: The Warner Co. 
FRAME ERECTION: Cornell & Co. 


More than a thousand precast concrete units, 
produced with the utmost precision and speed . . . 


. . . intricately interlocked at the site to form 
economical multi-story structural frames. 


The Record Reports 


Sweeping Changes Discussed 
In Engineering Education 


What should be the aims and scope 
of civil engineering education? This 
question, relative to all categories 
of engineering on a professional lev- 
el, was explored by department 
heads and deans of 138 engineering 
institutions, as well as more than 
100 other educators, practicing en- 
gineers and industrialists from all 
parts of the country at the July Con- 


SPECIFY 


hydroment 


Easily applied by the dust coat method when concrete slabs are poured, 
HYDROMENT requires no additives or mixing at the job site. Indoors or out- 
doors, HYDROMENT adds superior strength, hardness and 
density where it is needed — at the surface. Non-toxic, odor- 
less, waterproof. Available in Tile Red, Tan, Terra Cotta, French 
Gray, Green, Grass Green, Black, Brown, White and Natural 


Cement. Write for catalog. 


ference on Civil Engineering Edu- 
cation. The purpose of the confer- 
ence was to evolve specific recom- 
mendations for the undergraduate 
curriculum in civil engineering de- 
signed to meet current and future 
needs. 

As Frank W. Edwards, Manager, 
Chicago office, Stanley Engineering 
Company, said near the end of the 
conference, the program outlined 


.has four unique features, distinct, 


in emphasis, from those generally 


see our catalog in 


et write for copy 


9/Up 


4805 LEXINGTON AVE. в CLEVELAND З, OHIO 
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adopted in the past. It provides for 
a longer time to develop a suitable 
foundation for professional educa- 
tion, a broader base of preparatory 
courses, a terminal point short of a 
degree in civil engineering, and em- 
phasis on professional concepts in 
engineering. 

From the conference came 11 reso- 
lutions which are currently being 
voted on by educators via the mail. 
What will come as a result will be 
an expression of opinion by educa- 
tors as to how best to advance en- 
gineering education. From there on, 
it will be up to the individual en- 
gineering schools to benefit from the 
conference by making curriculum 
changes. 

Held at the University of Michi- 
gan in Ann Arbor, the conference 
was the final in three this year 
planned with the support of the 
National Science Foundation and un- 
der the co-sponsorship of Cooper Un- 
ion, the American Society for Engi- 
neering Education, and the Ameri- 
can Society of Civil Engineers. 

Focusing point for the conference 
was the first resolution of the 11 fa- 
voring a core of subject matter com- 
mon to all engineers and occupying 
study effort equal to three academic 
years during the first four, with a 
stipulation that professional or 
graduate level engineering require 
a minimum of five years study to 
qualify for a CE degree. 

The conference program included 
four sessions: Bases of Civil Engi- 
neering Education, Proposed Struc- 
ture of Undergraduate Curriculum, 
Professional Development, and Aims 
and Objectives. 

In the first session, Nathan M. 
Newmark, head, Department of Civil 
Engineering, University of Illinois, 
said, “A major change in civil engi- 
neering education is long overdue.” 
In addition to a four year college 
course, he felt further professional 
training must come with additional 
education and with association with 
practicing engineers in a “learning- 
by-doing” activity. Following the 
first undergraduate degree, Prof. 
Newmark sees two types of empha- 
sis in the educational process: a 
graduate program with science and 
technology emphasized leading to a 
Masters Degree and Doctorate to 
prepare men for research and teach- 
ing; and a program involving train- 
ing in “systems engineering con- 

continued on page 42 


Build 
faster 
and speed 
your 
payoff 

...with 
STEEL 


Steel buildings really go up in a hurry these days— 
three stories per week in a typical apartment house. 
This faster construction, with steel, means faster 
rentals and a faster return on the owner’s investment. 
Look at this added payoff for steel construction on 
an apartment house with 1150 rooms renting for an 
average of $80 per month each. 


Additional income for the owner: 
1 month faster completion — $ 92,000 
2 months faster completion — $184,000 


Add this kind of cash bonus to steel's other proved 
advantages — strength, endurance and adaptability — 
and you just can't afford to build with anything other 
than STEEL. 


American Institute of Steel Construction 
101 Park Avenue, New York 17, N. Y. 
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VERSATILE 7-М MOVABLE WALLS in this 
office, above, meet an unusual height require- 
ment, adapt economically to a plan calling for 
glazed and solid units of varied dimensions. 
Also, these asbestos walls can satisfy style pref- 
erences ranging from the contemporary, right, 
to traditional, far right. These walls can be 
easily painted any color, can be veneered with 
wood or other laminates. 
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INTERIORS 


New approaches to old problems 
with modern products 
by Johns-Manville 


Every project makes its own new demands for com- 
bining beauty and performance. Perhaps there's a 
Johns-Manville Building Product that will suggest 
a solution to one of your current interior design 
problems. 


On these pages are Johns-Manville Interiors at 
work in offices, stores, schools. Call in a J-M repre- 
sentative when you're in the planning stages of 
your next project. (J-M has led in building product 
research and development for over one hundred 
years.) Write Johns-Manville, Box 158, Dept. 
AR-1060, New York 16, М. Y. In Canada, address 
Port Credit, Ontario. 


JOHNS-MANVILLE iji 


J-M CORRUGATED TRANSITE forms an inside- 
outside wall that's visually appealing, rugged in serv- 
ice. This stone-like, asbestos building panel accepts 
paint beautifully ... or can be used unfinished in its 
natural medium gray. 


2-М CORRULUX is used here as an upper wall. 
Translucent, it admits soft, natural light. Corrulux 
panels of fiber-glass-reinforced plastic are shatter- 
proof as well as colorful and decorative. Panels are 
available in standard lengths up to 12'; longer on spe- 
cial order. 


CORRULUX and TRANSITE are registered trademarks of 


PRODUCTS 


the Johns-Manville Corporation 
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The Record Reports 


continued. from page 32 


cepts" or in "synthesis" providing 
technical training combined with a 
broad knowledge of public policy and 
social problems. 

John B. Wilbur, head, Department 
of Civil Engineering, M.I.T., in de- 
fining civil engineering's purpose as 
"the fullfillment of human needs 
through the adaptation and control 
of the land-water-air environment," 
believed this indicated “both a 
broadening of the scientific base of 
undergraduate curricula and the in- 


FORWARD CLOSE - DELAYED ACTION 


а GY ATS/* 


MAXIMUM u: o: 


ALL AVAILABLE FLOOR SPACE ! 


A space saver for balcony installations... 


Ф SAFE 


EZ-A-WAY Forward Close*Delayed Action 
Our new 
floor track design provides positive floor 


Gym Seats cannot overturn. 


attachment in every position. 
* CONVENIENT 


EZ-A-WAY Forward CloseeDelayed Action 
Gym Seats are easy to изе... swinging 
rear riser board offers plenty of toe space 
for opening... gym seats can be locked 


in the open or closed positions. 
е MODERN 


EZ-A-WAY Forward Close:Delayed Action 
Gym Seats offer maximum utilization of 
available space. When closed they form a 
wall to separate a balcony into a modern 
room - for gym classes, dances and any 


other school activities. 


Write for complete delails and engineering data for your requirements. 


BERLIN CHAPMAN CO. 


BERLIN, 


R LIN 
SEATING ENGINEERS 


BERLIN CHAPMAN CO. 
Berlin, Wisconsin U.S.A. 


clusion of the mathematical backup 
for the engineering systems as well 
as of components . . . it inevitably 
follows there will be a lesser empha- 
sis on professional subjects during 
the first four years—that the more 
important emphasis on professional 
applications will become increasing- 
ly associated with graduate study or 
. with a fifth undergraduate 
year." 
J. L. Waling, professor of Struc- 
tural Engineering, Purdue Univer- 


En me 


FEATURES... 


® Furnished with and without rear seat. 


* Reor riser board may be swung up 
for opening and closing bleacher . . . 
plenty of tow space for operator. 

% Positive foolproof linkage to floor. 

% Owner can have peace of mind that 
bleacher cannot be pushed over edge 
of balcony even under abuse. 

% Floor attached bracket and track are 
under bleacher in both extended and 
closed position... 


completely out of 
sight. 


WISCONSIN 
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sity, stressed the engineer’s poten- 
tial for future development through 
individual study which a strong sci- 
ence background makes possible and 
urged encouragement of the “future 
professional development of gradu- 
ates.” 

John S. McNown, dean, School of 
Engineering and Architecture, Uni- 
versity of Kansas, declared, “We 
must bend our efforts toward giving 
students the opportunity to receive 
scientific knowledge imaginatively 
and with understanding . . . I am 
much more concerned about the stul- 
tifying effects of pedantry and the 
lack of creativity in our program 
than I can ever be about the need 
for a fifth year." 

John W. Graham, Jr., dean, Col- 
lege of Engineering, University of 
Rochester, and Thomas Е. Stelson, 
associate professor and head of Civil 
Engineering, Carnegie Institute of 
Technology, cited the significant in- 
fluence of the high school science 
teacher in a student's choice of en- 
gineering as a life vocation. 

A  broadened "interchangeable 
core" came under discussion in Ses- 
sion Two, with Hamilton Gray, pro- 
fessor and chairman, Department of 
Civil Engineering, Ohio State Uni- 
versity, declaring its result would be 
an engineer's “increased competence 
and adaptability . . . that imple- 
mentation of the interchangeable 
core will come about more or less 
concurrently with the acceptance of 
two propositions: that the engineer- 
ing profession deserves professional 
education and that professional ed- 
ucation should be broader and 
stronger in the basic sciences and 
humanities than most current curric- 
ula in Civil Engineering." 

In the third session, Ralph Fad- 
um, head, Department of Civil En- 
gineering, North Carolina State Col- 
lege, advocated fulfilling the need 
of the “practitioner-oriented stu- 
dent," by proposing a graduate pro- 
gram to parallel the MS and PHD 
degree programs designed for stu- 
dents oriented for research and 
teaching. The curriculum would con- 
sist of a year's professional course 
work in which a student could pur- 
sue a specialty field in depth, leading 
to the professional degree of Civil 
Engineering and a three-year pro- 
fessional program leading to a Doc- 
tor of Engineering degree. 

V. L. Streeter, professor for Hy- 

continued on page 46 
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New In-Sink-Erator 


rte Garbage Disposer 


The one gift that quietly ends garbage "trudgery"—frees 
the little woman from disagreeable trips to the garbage 
can. In-Sink-Erator Saturn flushes waste food down the 
drain . . . quickly, quietly. 


She'll thank you every time she uses it. The whole family 
will thank you, тоо... because Mother will have more 
time to spend with the children. Her kitchen will be 
free of unpleasant odors . . . from germ-attracting con- 
tainers. Truly, no finer gift for healthier, happier living! 


Patented! In-Sink- 
Erator's exclusive auto- 
matic reversing action 
prevents jams, doubles 
shredder life. 


New! Exclusive poly- 
styrene  inner-liner 
hushes sounds — 
achieves new level of 
quietness. 
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MR. ARCHITECT: 


In this automation age, the home without an 
In-Sink-Erator garbage disposer is archaic! 
Why In-Sink-Erator? Because In-Sink-Erator 
makes a product with more exclusive features 
than any other. Be sure to include In-Sink- 
Erator in your plumbing specs. 


Nationally advertised on network TV “Queen 
for a Day” and in Better Homes & Gardens, 
House Beautiful, Sunset, House and Garden, 
New Homes Guide, Post, Look and Better 
Homes & Gardens Kitchen Ideas! 


Send for spec sheets covering the entire In- 
Sink-Erator line. 


IneSinkeErator ІЗ 


the originator and perfecter of Garbage Disposers e In-Sink-Erator Manufacturing Co., Racine, Wisconsin 
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“т; (Highest Acoustical 
7—7 Efficiency, Too )- 


The superior advantages of the radiant principle as 
a means of creating comfortable office environments 
are best demonstrated in the six floor superimposed 
addition to the general office building of the Okla- 
homa Gas & Electric Company at Oklahoma City. 
Over 8,550 square feet of space on the upper six 
floors have been equipped with the Burgess-Mann- 
ing Radiant Acoustical Ceiling. The lower six floors 
are still heated by a conventional heating system. 


The use of radiant heating and cooling, combined 
with definite noise control, offers not only employee 
comfort, but increased efficiency and overall operat- 
ing economy. 


With radiant energy to heat offices, room tempera- 
tures are more uniform, with no drafts. More building 
space is utilized than with conventional heating systems 
—no radiators, convectors, registers, etc. occupy 
usable space. 


The Burgess-Manning Radiant Acoustical Ceiling 
provides heating and cooling with a minimum input 
of energy or fuel consumption. With fewer mechanized 
parts, maintenance of the ceiling is greatly reduced. 
There is definite proof that no other heating system 
offers so many distinct advantages in 
comfort, in efficiency, in economy. 


Write for the descriptive Burgess- 
Manning Catalog No. 138-3J. . . and 
the complete story of Burgess-Manning 
Radiant Acoustical Ceiling for office 
building use. No obligation. 


BURGESS-MANNING COMPANY 
Architectural Products Division 


Oklahoma Gas & Electric Company 749 East Park Avenue, Libertyville, Ill. 


‚ Office Building, Oklahoma City е - 
THE BURGESS- MANNING 3-WAY FUNCTIONAL CEILING 
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Montgomery Ward store, Houston, Texas. Facade: 4” Squares, Pan-O-ramics OS-15692-1; Gray Granite, Buff, Light Gray, Pink, Fawn Textone, Cream, Dusky Peach and Dark Gray, Ground-Level Mural: 1146” 
Squares, s.e.; special design in Red, Black, Dark Gray, Cascade, Yellow and White. Sun Screens: 1146” Squares, c.e., Pan-O-ramics 05-15692-3; Turquoise Shadowflash, Sage Shadowflash, Blue Granite 
and Deep Blue. Engineers & Builders: Austin Company. Tile Contractor: Martini Tile and Terrazzo Co. Color Plate 416. 


Three problems with one answer... CERAMIC TILE 


The problems: (1) how to add interest to a large expanse of windowless facade... (2) give individuality, add 
color and pattern interest at street level without adding maintenance expense...(3) shield display windows 
and entrance areas from sun and weather—attractively and permanently. The answer: American Olean 
ceramic tile—with its versatile decorative qualities, its permanence, its matchless economy of upkeep. 


Write for new Color Booklet 550— “Сегатіс Mosaics Patterns and Blends." 


CERAMIC TILE 


Our Design Department at Olean will be glad to assist you in developing merican 
details for special design treatments. lean 


AMERICAN OLEAN TILE COMPANY e EXECUTIVE OFFICES: 1510 CANNON AVE., LANSDALE, PA. е FACTORIES: LANSDALE, PA., OLEAN, N.Y., LEWISPORT, KY. e MEMBER: TILE COUNCIL OF AMERICA, PRODUCERS’ COUNCIL 
A SUBSIDIARY OF NATIONAL GYPSUM CO. 


NOW...YOUR OWN 
REPETITIVE 


SYMBOLS 
dispensed faster, 
easier... 


©, 
New, low-cost STAN-PAK o 
saves you hundreds of drafting 2 
man-hours every month. Human 
error and the time-consuming job 
of redrawing repetitive items are 
completely eliminated. 
Any symbol that is used repetitively can be 
custom made for you and pre-printed оп con- 
venient STAN-PAK rolls. Currently, these handy 
rolls are finding wide use for printed circuit, elec- 
tronic and graphic symbol applications. Excellent 
dimensional stability is maintained. ALL STAN- 
PAK rolls are made of strong tri-acetate and are 
adhesive backed. 


SIMPLE TO USE: 


Pull symbol (s) 
from dispenser; 
pick off die 

cut symbol. 


position on drawing; 
press firmly for 
permanent adherence. 


See for yourself. Mail the coupon today! 


STANPAT PRODUCTS, INC. 
Whitestone 57, N. Y. 
STANPAT PRODUCTS, INC. 
Whitestone 57, N. Y. 
Phone: Flushing 9-1693-1611 
П Send me more information and free STAN-PAK 
sample. 


Name. 


Company. 
Address. 
City Sint 


The Record Reports 


continued from page 42 


draulics, University of Michigan, did 
not favor a split between teaching 
and research and practice in work- 
ing toward an advanced engineer- 
ing degree, but felt there should be 
a single graduate program. 

J. W. Hubler, vice president of 
Macomber, Inc., Canton, Ohio, de- 
clared, “Programs ranging from on- 
the-job training in techniques to 
university study ... to leaves of ab- 
sence for studies of technical or pro- 
fessional subjects are feasible par- 
ticularly when combined with per- 
sonal guidance by the job supervi- 
sor who should be a strong member 
of his professional society.” 

Frank M. Edwards, engineer with 
Stanley Engineering Co., Chicago, 
deplored the limited participation 
in engineering education and lack of 
communication between engineering 
educators and practicing engineers. 
He remarked, “whether pre-engi- 
neering under a system of profes- 
sional schools would be two, three or 
four years in length, and the profes- 
sional program four, three, or two 
years is unimportant. The important 
factor is that the proposals discussed 
here provide a logical transition for 
such future evolution.” 

In the fourth session, Jack E. Mc- 
Kee, professor of Sanitary Engineer 
ing, California Institute of Technol- 
ogy, said, “Тһе future of engineering 
education lies in the development of 
professional schools superimposed 
on the undergraduate pre-engineer- 
ing curriculum. . . . Administered 
by engineers on a par with the grad- 
uate schools of other professions, 
such engineering schools might 
award degrees of Master of Engi- 
neering and Doctor of Engineering 
for the engineer who intends to 
practice in the profession, along 
with the MS and PhD for men who 
plan to teach or do research. Grad- 
uates of these programs will consti- 
tute the truly professional engineer- 
ing fraternities of the future, with 
support from sub-professional per- 
sonnel holding baccalaureates, or 
with training as technicians.” Re- 
ferring to the engineering societies 
which have professional as well as 
technical interests, Prof. McKee said 
it is “only through their united and 
concerned efforts that professional 
schools of engineering will ever be 
established.” 
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The phone number of your nearest 
Authorized PLExicLas Distributor is 


in this list: 


Atlanta; G8. «25:52:29 TR-5-7006 
CE-3-3274 

Baltimore, Md. .......... WI-7-4900 
Boston, Mass. .......... AN-8-1900 
WA-3-9800 

NO-7-3500 

EL-4-3001 

Bridgeport, Conn. ....... ED-3-3128 
Butala: Nev... cata se. sus aes DE-9540 
MA-1873 

Charlotte, М.С. .......... FR-6-8561 
Ghnieago. WE s. sanean isst CL-4-4900 
ҒІ-6-7900 

СА-7-0300 

ED-4-8115 

Cincinnati, Ohio ........ DU-1-3010 
PA-1-7911 

Cleveland, Ohio ......... OL-1-1500 
Columbus, Ohio ......... CA-1-3098 
Dallas, Texas 5.29 « КІ-7-8597 
RI-7-7044 

Dayton, Ohio os 236% sss BA-2-5891 
Bomer Col: «ous severis GE-3-3369 
SU-1-6361 

Detroit; MicH. 7... ааа TO-9-9500 
Des Moines, lowa....... CH-3-8657 
Ft. Worth, Texas ......... ED-2-7079 
Grand Prairie, Texas ..... CR-4-7337 
Hanover, Pa. ..-........ MA-4-7241 
Hartford, Conn. ......... AD-3-9881 
Houston, Texas ......... MI-4-5626 
OR-4-7686 

Indianapolis, Ind. ....... ME-4-4521 
Kansas City, Mo. ........ GR-1-0500 
LO-1-3480 

GR-1-6390 

Los Angeles, Calif. ...... DU-5-3001 
DU-1-3053 

Louisville, Ку........... ME-5-2606 
Memphis, Tenn. ......... FA-7-7391 
Miami, Flay «Rcs PL-7-2477 
NE-5-5339 

Milwaukee, Wis. ......... BR-6-9700 
BR-3-7032 

Minneapolis, Minn. ...... FE-9-8917 
New Orleans, La. ......... EX-4233 
New York, N.Y. ..... BE-3-7377 
WO-6-4900 

OR-5-1172 

GR-7-5000 

Newark, N.J. ...........MI-2-7413 
Philadelphia, Pa. ........ GL-9-1000 
LO-3-7038 

WA-2-6824 

GA-6-4010 

Phoenix, Ariz. ........... AL-2-1701 
Pittsburgh, Ра...........МА-1-6854 
Richmond, Уа........... EL-5-5324 
Rochester, N.Y. .........ЕА-8-4115 
Salt Lake City, Utah ...... DA-8-0648 
San Antonio, Texas ......CA-2-9351 
San Diego, Calif. ........ CY-5-8261 
San Francisco, Calif. .... .PL-6-7740 
DO-2-6433 

Seattle, Wash. .......... MA-3-2783 
St. Louis, Мо........... MA-1-7900 
JE-1-6372 

St. Paul, Minn. .......... CA-7-7371 
Syracuse, N.Y. .......... HA-2-9165 
Tampa Flas «sc. ae ces oc 37-5121 
Washington, D.C......... DE-2-9000 
Wilmington, Del. ........0L-4-9937 


just 

/ seconds 
to contact 
your 


AUTHORIZED 
PLEXIGLAS 
DISTRIBUTOR 


In just the time it takes to dial the phone, you can obtain complete service 
on PLEXIGLAS® acrylic plastic. Your Authorized PLEXIGLAS Distributor can serve you with 
other plastics, too, and a wide range of accessories. He is also qualified to help 
you with technical and fabrication information. His stocks include almost any 
size and thickness of PLEXIGLAS in clear, colored, patterned and corrugated sheets, 
plus rods and tubes. Call the number listed at the left, in your nearest city. You 
will be connected with your best source of service on plastics. 


ERI Chemicals for Industry 
ROHM & HAAS 
==== СОМРАМҰ 

WASHINGTON SQUARE, PHILADELPHIA 5, PA.‏ ج نے 


In Canada: Rohm & Haas Co. of Canada, Ltd., West Hill, Ontario 
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CLEAN WINDOWS the Fast, Efficient 


CLEVELAND TRAMRAIL WAY 


ODERN buildings not only have more and 

larger windows than ever before, but be- 
cause of air-conditioning, they are often non- 
opening. This necessitates providing some means 
for reaching them when washing the outsides, 
and sometimes for the insides also. 

Even where provision is made for reaching 
the outside of a window from the inside, this 
usually is not desirable when a building is air- 
conditioned. Open windows quickly unbalance 


Write us for free Ms | 
illustrated booklet 
No. 2022 


giving details. 


an air-conditioning system, in warm weather 
and, of course, are undesirable in cold weather. 

Cleveland Tramrail Window Washing Equip- 
ment offers a solution to the problem. It enables 
a man to reach every window quickly and wash 
them with complete safety. In addition, it facili- 
tates other outside building maintenance such 
as pointing up, painting, minor repairs. The 
equipment is available for hand or electric 
operation. 


CLEVELAND ZZ TRAMRAIL 


даты: Uo к/а 70-7 


This modern glass-walled office lobby in 
the super-modern office building of Alumi- 
num Company of America in downtown 
Pittsburgh is 414 stories high. Cleveland 
Tramrail track circles the lobby both out- 
side and inside. A motor-driven carrier 
and electric hoist is provided for each 
track loop. When a cage is attached to a 
carrier, a window washer can position 
himself at any part of a window by oper- 
ating the simple hoist and travel controls. 


Washing windows on the inside of the 
i lobby. The same cage is used both outside 


" ад" inside. 


CLEVELAND TRAMRAIL DIVISION * THE CLEVELAND CRANE & ENGINEERING CO. * 2516 E. 290 ST. * WICKLIFFE, OHIO 
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A new line of office furniture 

so compatible it serves the president 
or the secretary. . . appropriately 

and with equal ease 
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The Ж4000 Line by 
ALL-STEEL EQUIPMENT INC. 


Aurora, Illinois 


Write today for your free catalog 


A Washington Report ty Ernest Mickel 


CONGRESSIONAL ACCENT ON POLITICS LEAVES 
MAJOR CONSTRUCTION BILLS DANGLING 


With respect to construction indus- 
try matters, the final session of the 
86th Congress was largely negative. 
Except for the inevitable appropria- 
tions laws and a stopgap housing 
measure far removed from the om- 
nibus legislation under consideration 
earlier in the year, Congressional ac- 
complishments of interest to archi- 
tects and engineers were absent. 
Much of the material watched 
closely through 1960 because of its 
importance to the field of construc- 
tion remained bottled up in the 
Rules Committee of the House as 
the final gavel sounded to end the 
86th. This included the Federal aid 
to education bill which was held 
from a conference committee by 7 to 
5 vote of the powerful committee 
group. Although a bill providing 
funds for assisting states and school 
districts with their classroom con- 


struction programs had passed both 
Senate and House for the first time 
in history, the tie vote in Rules pre- 
vailed until the end of the short ses- 
sion. 

Other matters stalled in Rules in- 
cluded the special assistance pur- 
chases authorized for the Federal 
National Mortgage Association in 
the amount of $1 billion, an expand- 
ed urban renewal program, housing 
for the elderly and the broad revi- 
sions voted by the Senate for the 
Federal Housing Administration. 
This could have added $4 billion to 
the mortgage insurance ceiling, low- 
ered down payments and created 
the central mortgage bank proposed 
by home building and financing in- 
terests. 

One of the bills of greater inter- 
est to architects that failed to pass 
the 86th Congress was that estab- 


SCOREBOARD ON CONSTRUCTION FUNDS 


(Appropriations in Millions—Figures Rounded) 


Federal Aviation Agency (Aid to Airports) 


Housing and Home Finance Agency: 
Urban Planning Grants 
Public Works Planning Loans .. 
Capital Grants Liquidation .... 
Annual Contributions—Public Housing 
Housing for Elderly—Direct Loans 


Veterans Administration—hospital construction 
General Services Administration: 


Federal Public Buildings Construction 
Acquisition of Sites and Expenses 


Repair and Improvement, Federal Buildings 


Dept. of Health, Education and Welfare: 
Hill-Burton  Construction—Hospitals? 
School Construction—Impacted Areas 
Waste Treatment Construction 
Health Research Facilities 
Indian Health Facilities 


Army Corps of Engineers: 
Civil Works Construction 
General Investigations 


Dept. of Interior: 
Reclamation Construction 
General Investigations 


Dept. of Defense: 
Army Public Works 
Navy Public Works 


Army National Guard 
Air National Guard 


Atomic Energy Commission (Plant and Equipment) 


Dept. of State (Office of Foreign Buildings)? 
Totals 


2 OFB item includes operation and maintenance. 


$3249.40 


1 OF this total, $150 million is for regular H-B construction, and $35 million for rehabilitation 
facilities. (Part G of Act) as follows: $7.5 million for diagnostic or treatment centers, $7.5 million 
for hospitals for the chronically ill and impaired, $10 million for rehabilitation facilities. 


$3154.10 
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lishing a voluntary pension plan for 
self-employed persons. This legisla- 
tion, considered during the better 
part of the year in the Senate, would 
have enabled the self-employed to 
set aside certain moneys to take care 
of themselves in later years and to do 
so with certain tax advantages. 

Тһе House passed the bill and the 
Senate Finance Committee reported 
out an amended version but there 
progress halted. 

Тһе volume disappointments, how- 
ever, came in developments on the 
school construction апа housing 
legislation. Together these measures 
have carried around $2 billion worth 
of construction. 

Тһе short stop-gap measure to con- 
tinue three lagging housing pro- 
grams was put through at the last 
minute by the expedient of tacking 
it onto a non-controversial resolu- 
tion. 

This continued the FHA Title I 
home improvement loan program for 
one year beyond its October 1 ex- 
piration and lifted the authoriza- 
tion ceiling. It provided $500 mil- 
lion more additional for college 
housing loans and $50 million more 
for community facilities loans by 
expanding the authority of the re- 
spective revolving funds. 

These were the three programs of 
the Housing and Home Finance 
Agency felt to be in greatest need, 
and there was no argument about 
providing for them before the ad- 
journment. The action rescued the 
loan activity from extinction or to- 
tal inactivity. In the case of the Title 
I loans, the program was faced with 
expiration; the college housing and 
public facility programs were limp- 
ing for lack of funds and applica- 
tions were piling up. 

The college housing loan effort 
was virtually shut down, with re- 
volving funds exhausted and $250 
million worth of applications on 
hand, it was reported. The addition- 
al $500 million enabled the agency 
to pick up pending applications and 
make future allocations. Something 
of the same situation prevailed with 
regard to the public facility effort. 


Е-Х-Р-А-М-р-Е-р 


SERVICE TO ARCHITECTS 
FROM 


'FILIOJO RS 


The makers of Kentile? Floors have doubled the size of 
their national field service force of Architectural 
Representatives. 


These men, experts in resilient flooring, are available 
for consultation with architects and decorators, with- 
out obligation of course. 


And you can be confident of completely objective coun- 
sel pertaining to the selection, installation and main- 
tenance of the most suitable tile floor for every interior, 
because Kentile produces all types of resilient tile 
... Solid vinyl, vinyl asbestos, rubber, cork and asphalt. 


Contact the Kentile office nearest you whenever a floor- 
ing problem arises. Your Architectural Representative 
will be glad to consult fully with you. 


58 Second Avenue, Brooklyn 15, N. Y. * 350 Fifth Avenue, New York 1, N Y. * 3 Penn Center Plaza, Philadelphia 2, Penn. * 55 Public 
Square, Cleveland 18, Ohio • 900 Peachtree Street, N.E., Atlanta 9, Ga. • 106 West 14th Street, Kansas City 5, Mo. > 4532 So. Kolin 
Avenue, Chicago 32, Ill. + 2929 California Street, Torrance, Calif. 
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Науе уои discovered 
the wonderful decorative possibilities of 


"Т 


Resign Ne: M-II FREE COLOR PALETTE of actua 

tiles showing complete range of 58 different available colors 
Design No. M-5 will be sent without cost to architects and designers who write 
Actual size tiles on their professional letterhead to Dept. AR-6010. 


TILE 


glazed ceramic mosaic 
produced in the U.S.A. 


»Suntile 


The Crucifixion — 
an 11'x15' mosaic mural 


Here's a sure-fire way of giving your interior wall St. ees сишеп : 

м 2 " olumbus, io В 

designs an interesting fresh appearance... Muralist: Charles L. Madden | 
Design them with Horizon TILE. This new, colorful Resurgere gre 
Ia. Pa. 


wall tile has an informal, handcrafted appearance 
that's beautiful beyond description. 


Horizon TILE achieves its distinctive appearance 
through the intentional variation and irregularity of 
its shape, its surface texture and its 58 beautiful 
color shades that range from soft pastels to solid 
or textured tones. 


Whether you use Horizon TILE to create a beautiful 
mosaic mural, like the one shown here, or use one of 
the many interesting "Buckshot" or "Striped Pattern" 
designs created by Suntile's Design Department, 
you'll find that Horizon TILE adds greatly to the 
beauty of your finished wall. 


HoRIZON TILE, made in America by Cambridge, 
is available through your local Suntile dealer. 
His name is listed in the Yellow Pages of your 
telephone directory. 


OUR DESIGN DEPT. 


under the direction of George Limke 
is ready to assist you with your tile 
design or layout problems. Send us 
your plans or elevations for sug- 
gested tile applications, or let 
us put your own tile de- 
signs in layout form. 


THE CAMBRIDGE TILE 
MFG. CO. 


Р.О. Box 71, Cincinnati 15, Ohio Ad us e 


ais c 


(er 
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Best suited — best situated for controlling single- 
acting interior doors. 

Completely out-of-the-way and out-of sight, Uni- 
checks make their presence known only by the con- 
sistent, gentle but firm way they close doors...or 
hold them open at a full 180? plus any one of five other 
specified positions—85°, 90°, 100°, 110°, оғ 120°. 


r 
l For double acting light interior doors, RIXSON 
| DUO-CHECKS offer the same advantages of rigid 
| floor installation and complete concealment, and аге 
available with or without 90° hold-open. 

L 


THE OSCAR C. RIXSON COMPANY 
9100 w. belmont avenue е franklin park, illinois 
CANADIAN PLANT: 43 racine rd. (rexdale p. о.) toronto, canada 
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UNI-CHECK DOOR CLOSERS 


4 spring capacities offer a choice of the right 
closer mechanism for the specific door weight and 
size, and to accommodate for unusual draft condi- 
tions. 


pivotal hanging style puts the entire weight of 
the door on the closer spindle; places jamb screws 
at right angles to door opening leverage so that 
door is not apt to pull away from jamb. 


for fire doors Uni-checks without hold-open are 
UL approved when equipped with special BB 
primed iron top pivot. Also UL approved when 
equipped with primed iron top pivot and No. 36 
Fusible Link hold-open arm to hold door open at 
choice of 85°, 90°, 95°, 100° or 105°. 


write for complete information 
and template details 


ЕБ, 


EXTRUDED ALUMINUM GRILLES 


harmonize with, or accent, linear design concepts. 
Universal in application, Imperialine Grilles may 
be used on the supply or return portions of heating, 
cooling, or ventilating systems and are ideal for 
Featuring trim, attractive, straight-line styling, ceiling, sidewall, floor, or sill installation. A "Tuttle 
Tuttle & Bailey Imperialine EXTRUDED ALU- & Bailey exclusive, the griles are standard with 
MINUM GRILLES are the answer to architectural satin anodized finish. Special finishes and colors are 
demands for air distribution equipment that will also available. 


EXTRUDED ALUMINUM GRILLES 


For complete catalog data on Imperialine Extruded Aluminum 
Grilles, ask your nearest T&B Representative or write direct. 


TUTTLE & BAILEY 
division of Allied Thermal Corp. 
New Britain, Connecticut 


TUTTLE & BAILEY PACIFIC, INC. City of Industry, California 


А. i. А. AWARD OF MERIT 
17,000 square feet of Macomber 
V-LOK integrate the crisp lines of 
Los Angeles UAW Union Service Center. 
ARCHITECT: 4 
Smith апа Williams, Pasadena, Calif. 
STRUCTURAL ENGINEER: 
Kolesoff & Kariotis. 

| CONTRACTOR: 

| Roulac Company. 


(Photo by Julius Shulman) 


MACOMBER V-LOK 
coordinates with contemporary design 


Macomber V-LOK enhances architectural layout — Utilize the speed, economy and earlier 
blends utility and simplicity with the clean concept оссирапсу of YOK оп your me proe 
of advanced architectural thought. Engineered V-LOK С ATEST PRODUCT FACTS: 

adapts to collateral materials — allows for future 2 Get your copy from your local Macomber Sales 


е : . Representative or write today for this informa- 
expansion —— erects easily and quickly. 


tive manual. 


“......-ш-. 


Your local Macomber Sales Representative stands 
ready to demonstrate V-LOK efficiency and economy, 
how V-LOK coordinates with contemporary archi- 
tectural design. 


99990000990000090€9 


..%.!! ...... 


AR 2-60У 


Фееееегегееевеевееееееесеееееевееееевеге» е.%еевевегегеше DIDI 


MACOMBER | =ош 


CATALOG IN 
CANTON 1, OHIO SWEET'S 

UT (ASSAD RESD CHEESE TEE araur RRO) GH WATE ease se 
ALLSPANS • V-LOK • V-BEAMS » V-GIRDERS FOR COPY 


BOWSTRING TRUSSES • ROOF DECK * STRUCTURAL STEEL 
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GLASS BY AMERICAN-SAINT GOBAIN 


The Pasadena Church in St. Petersburg, Florida, has long been noted for its outdoor sanc- 


tuaries. In the new edifice shown above, the church members and their architects have 
achieved a noble, expressive building perfectly wedded to its site. This sanctuary, which 
accommodates over 2000 worshippers, takes abundant advantage of the beauties of new and 
existing gardens. e The architects, using great expanses of glass, have attained not only 
striking vistas but also well-modulated daylighting and freedom from glare and distraction. 
The chief means for this admirable balance: GLASS BY AMERICAN-SAINT GOBAIN. 


WIRED AKLO* in A-SG‘s Blue 
Ridge Finetex? pattern crowns 
the sanctuary foyer. This glass 
is heat-absorbing, light-diffus- 
ing, fire-retarding. At the same 
time, it presents a handsome, 
modern appearance. 


LUSTRAGRAY®, framed in 
aluminum and supported by 
ceramic tile columns of mo- 
saic design, girdles the en- 
tire sanctuary—soaring at the 
apex of each triangular side 
to a height of 45 feet. Its in- 
tegral gray tint controls glare 
and light-balance, harmonizes 
with the white, blue and or- 
ange interior. Its greater 
opacity from outside pro- 
duces interesting, undistorted 
reflections of the fine land- 
scaping. Angular, double- 
hung doors were also рге- 
*Reg. T.M., Lic. by glazed with LUSTRAGRAY. 
Corning Glass Works 


Striking visual effects 

were achieved with these 
functional A-SG glasses 

by the architects 


The installation and samples pictured here 
suggest the variety of ways in which Amer- 
ican-Saint Gobain glasses can contribute to 
your plans. Every important type of flat 
elass—in the widest range of character- 
istics, sizes and designs — 1s available to 
you from this one source. 
` For detailed information, see the follow- 
ing Sweet’s files: Architectural: Ta/Am 
...16d/Am...3e/Am. Industrial Con- 
struction: 6a/ Am ...3b/Am. Light Con- 
struction : 2e/ Am. Plant Engineering: 
5b/ Am. 

For other information, call the Ameri- 
can-Saint Gobain district office nearest 
you...or write: 


AMERICAN-SAINT GOBAIN CORPORATION 
Dept. AR-40, 625 Madison Avenue 
New York 22, New York 


Wm. B. Harvard, AlA—Architect 
B. E. Jolly, AlA—Associale 


i Gloss distributor опа pre-glazier 
k St. Petersburg Glass & Mfg. Co. 


RANDEX® LINEX® BEADEX® TEXTURED FLUTEX® 


These patterned glasses are a small sampling of A-SG's Blue Ridge line. 
Their modern relief patterns provide striking visual effects—and 
a high degree of control over light diffusion. With the 
exception of Textured Flutex, they are available also with Satinol® 


finish for increased obscurity. Thickness: 7/32". 


= ` 7 ч жс. 1+ i د‎ 


Creative ideas in glass 
District Sales Offices in Atlante » Boston • Chicago e Dallas • Detroit • Kansas City, Mo. • Los Angeles • New York 


Washington Topics by Ernest Mickel 


HHFA Sets Up New Division of 
Housing for the Elderly 


Late in August the Housing and 
Home Finance Agency announced 
plans for putting $20 million worth 
of housing for the elderly under con- 
struction “іп the shortest practical 
time." 

The program is being handled by 
the newly created Division of Hous- 
ing for the Elderly in the Office of 
the Administrator. It supplements 


the larger FHA-insured loan pro- 
gram and the PHA low-rent public 
housing program for the elderly. 
The $20 million appropriation to ac- 
tivate the new plan was signed into 
law by the President in July. 

Said Housing Administrator Nor- 
man P. Mason: “Within the first 
month since funds became available, 
we have sent information on the re- 
quirements to groups in every part 
of the country. We intend to get 
housing under this program into ac- 


NOW...IT'S EASIER 
THAN EVER TO GAIN 


THE LUXURIOUS 


BEAUTY OF RECESSED 
DRINKING кал 


Model 77 
Vitreous China 
Semi-Recessed 


5 FRONT ACCESS PANEL 
зір OU STAINLESS STEEL 


Т = - 
La 
و ا ا‎ Е 


15% 


THESE ROUGHING DIMENSIONS 
MAY VARY % PLUS OR MINUS 


Model 77-CAN 
Wall Recess Form 


WALL RECESS METAL FORMS for Haws Fountains...provide the 
exact required opening, access panels, knock-out holes, etc., for 
simple, efficient, economical installation. Install HAWS special 
metal “САМ” form in the unfinished wall, and the recessed foun- 
tain fits snugly and securely. Write for detailed specs on all HAWS 
recessed models, with special metal forms. Write today. 


See HAWS Catalog in 
Sweets Architectural File 


DRINKING FAUCET COMPANY 


1441 FOURTH STREET. * BERKELEY 10, CALIFORNIA 
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tual production as soon as possible, 
and we will be ready, when the spon- 
sors are ready, to give prompt re- 
view to their project proposals." 

In the first month of its existence, 
the Division of Housing for the El- 
derly reported this progress: 

The basic operating organization 
to handle requests and applications 
has been established by Daniel G. 
Minto, director. He named Edward 
George, a California business execu- 
tive, as his deputy to assist in direct- 
ing the program. In addition, agency 
personnel have been assigned to the 
Division. 

A 12-page booklet outlining the 
policies and requirements of the 
program has been published and 
sent to several hundred civic, fra- 
ternal, church and other non-profit 
organizations and groups in virtu- 
ally every state who have written to 
inquire about the program. 

Application blanks have been sent 
to prospective sponsors who have in- 
dicated further interest. 

Work was completed on the draft- 
ing of minimum property standards 
for housing constructed under the 
program. 

Three HHFA architects were 
moved into the Division to aid in the 
drafting of the MPS on housing for 
the elderly. They are Harry Lindsay, 
formerly of the Atlanta HHFA of- 
fice; Trudpert A. Kunz, from Com- 
munity Facilities Administration; 
and George C. Sponsler, Jr., from Ur- 
ban Renewal Administration. 


Senator Asks Coordination of 
Highway-Urban Programs 


It's too early to tell what might 
come of it, but Senator Clifford P. 
Case, New Jersey Republican, last 
month was planning to meet with 
Housing Administrator Norman P. 
Mason to diseuss his newly ex- 
pressed concern over the effect of 
highway location and construction 
on urban development. 

What disturbs Senator Case, he 
says, is the apparent movement of 
the urban development and high- 
way construction programs in oppo- 
site directions without due regard 
for each other. 

In writing to Administrator Ma- 
son to outline his views, the Senator 
said іп part, “Тһе competing claims 
of urban planners and highway en- 

continued on page 288 
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ALL MARS — ALL TOPS 


..аП imported from West Germany, made to meet the highest standards of professionals 


the pencil thats as good as it looks MAR es 


STAE DTLER.INC. 
Mars products are available at better engineering and drafting material suppliers everywhere RAAT A NEW JERSEY 


FINNED TUBE RADIATION 
AND ENCLOSURES 


For Hot Water, Steam 
or Electric Systems 


DELUXE CS 


A handsome enclosure that provides 
outstanding design features for all 
types of installations. 


SILL TRIM® 


A versatile enclosure — can be tail- 
ered to harmonize with а great 
variety of architectural treatments. 


INSTITUTIONAL 
FLOOR LINE® 


е wise Masi qns FLEXIBILIT ү ІМ DESIGN 
where baseboard heat outputs are 


required, but heavy duty service is 
a factor. 


Whatever the problem in heating design, for any type 
of system or installation, Vulcan's engineering and pro- 
duction staffs can help you . . . on the drawing board 
or in the field. 


And — Vulcan's experienced sales representatives, coast- 
to-coast, working directly with the Factory, are at your 
disposal, locally. 


LINOVENTILATOR® 
Theenew low-cost" heatiny:-drid:-ventic For Complete Information on Enclosures Shown, Call Your 
lating system for schoolrooms and Nearest Vulcan Representative Or Write to Factory. 
offices. More compact, slimmer, 
Linoventilator allows up to twice as 
much usable floor spoce. 


The VULCAN Radiator Company 
775 CAPITOL AVENUE, HARTFORD 6, CONN. 


Manufactured and sold in Canada by nad 
“Vapor Heating (Canada) Ltd., 3955 hs n 
Courtrai Ave., Montreal 26, Quebec, RADIATION 
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In commerce and industry today по blueprints for new construction, 
no plans for remodeling can ignore the concept of traffic flow as an integral 
function of architecture. One of the boldest expressions of this idea 


in years is the American Air Curtain. 


ГДЕ 


‚.. an entrance that’s sealed against wind and weather, 
heat and cold, odors and insects—against everything 
but people! It's that imaginative innovation in archi- 
tectural engineering, the American Air Curtain. 


А gentle curtain of air, thermostatically controlled, 
separates and insulates spaces with different tempera- 
tures, atmospheric pressures or humidities. 


Since 1952 the American Air Curtain has transformed 
stores, theaters, public and industrial buildings of all 
kinds. Doesn't this fit a functional need in your busi- 
ness? Write for complete information on the dramatic 
commercial and industrial uses of the American Air 
Curtain . . . made by the first and the most experienced 
manufacturer of air curtains. 


س 


Conventional doors 
let traffic flow bog 
down where it counts 
most—right at the 
entrance to your 
business! The 
American Air Curtain 
eliminates traffic 
jams, prevents 
mishaps... 

adds up to an 

"open invitation” 
for customers to 
walk right in. 


PEOPLE AND PRODUCTS TOYE THROUGH THE CLOSED DOOR THAT'S ALWAYS OPEN 


AMERICAN AIR CURTAIN CORPORATION 


CATALOG 4 - 472 PAUL AVENUE, ST. LOUIS 35, MISSOURI 
; Р SUBSIDIARY OF UNIVERSAL MATCH CORPORATION 
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BIGELOW 
CARPET 


CHOSEN 
FOR THE FAMOUS: 


Rooster Tail 
Restaurant 


IN 
DETROIT 


% 


FAMED RACING CRAFT AND FOAM WOVEN INTO А MAGNIFICENT GOLD BIGELOW ADD DRAMA ТО DETROIT'S FAMED RACING-BOAT RENDEZVOUS. 


THERE’S A CARPET FOR EVERY PURPOSE 
AND DECOR IN BIGELOW'S WIDE SELECTION 


Bigelow Carpet is selected by top designers for the most important architectural jobs. Reasonable price, 
long economical service, and top performance under ігаћс—аѕ well as beauty—are prime considerations 
in every Bigelow Carpet designed for use in public areas. Special designs, colors and textures available. 
If you plan an installation, consult Bigelow’s Carpet specialists about colors, patterns, weaves, at prices 
your client can afford. No charge for this service. Contact Bigelow through the nearest sales office or by 
writing to Bigelow Contract Department, 140 Madison Avenue, New York 16, N. Y. 


PEOPLE WHO KNOW...BUY Bigelow 


RUGS: CARPETS 
SINCE 1825 


Bigelow sales offices are located in the following cities: Atlanta, Ga.; Boston, Mass.; Buffalo, N.Y.; Chicago, Ill.; Cincinnati, Ohio; Cleveland, Ohio; Dallas, Texas; Denver, Colo.; Detroit, Mich.; 
Hartford, Conn.; High Point, N. C.; Kansas City, Mo.; Los Angeles, Calif.; Minneapolis, Minn.; New York, N. Y.; Philadelphia, Pa.; Pittsburgh, Pa.; St. Louis, Mo.; San Francisco, Calif.; Seattle, Wash. 
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Plate No. 1094 


REBOOT 


Lobby walls are of Romany'Spartan ceramic mosaics in a custom pattern. 


Design flexibility in ceramic tile 


Operating room walls are of Romany*Spartan glazed tile, 


Plate No. 1093 


each individually designed and color styled. 
д : ЖЕЗ Whether your decorative theme calls for standard patterns 
or custom designs in ceramic tile, you can depend on 
Romany*Spartan to meet your specific needs. In glazed 
wall tile there's a full range of sizes, shapes, finishes and 
trim with the newest, freshest colors and patterns. A broad 
range of ceramic mosaics is available, too, both glazed 
and unglazed. Choose solid colors, standard Buckshot® 
patterns, or mix them to suit yourself in patterns most 
pleasing to you. If it's ceramic tile, Romany*Spartan сап 
fill your exact needs. Both 414" wall tile and all ceramic 
mosaics are available with the famous Quickset? back 
mounting for speedy instal- 
lation. Want design help, in- 
formation or a quotation? 
Call your nearby Romany: ROMANY 
Spartan sales representa- 
tive, or write United States 
Ceramic Tile Company, 
Department AR-17, 
Canton 2, Ohio. 


2 х iu F : 
FRANK CUNEO MEMORIAL HOSPITAL, Chicago, Ill. 
Architects: BELLI & BELLI CO. INC., Chieago, Ill. 
Tile Contractor: McWAYNE COMPANY, Chicago, Ill. 


UNITED STATES CERAMIC TILE COMPANY CERAMIC TILE 
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ГГ Г ГГ . 
ER ЕП ИЙ LELI 


o Flexible Four-Way Adjustment 
o Extruded Aluminum Louvers • Sturdy Construction 


The two sets of adjustable louvers in Waterloo Model 2V Waterloo also offers single deflection supply grilles which 


double deflection supply grilles provide the flexibility needed incorporate a single set of adjustable louvers for air flow in 
to obtain four-way adjustment of the air stream. Solid sec- two directions. Popular Waterloo supply registers are avail- 
tion extruded aluminum louvers, pivoted with broad edge able with opposed blade and multi-shutter dampers to meet 
to the front, assure sturdy construction and enhance the varying service conditions. e Write for the comprehensive 
room decor. catalog which gives complete data. 


WATERLOO OFFERS A COMPLETE LINE 


TYPICAL WATERLOO UNITS: 


WATERLOO WATERLOO WATERLOO 
CURVED LOUVER GRILLES RETURN AIR GRILLES AND REGISTERS AIRLINE GRILLES 
MODEL 1 CV2 MODEL 3HD MODEL ALI 


WATERLOO 
Au Difusion 


EQUIPMENT 


WATERLOO REGISTER COMPANY, INC. 


Р.О. BOX 72, WATERLOO, IOWA WR 116 
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FOR SHOW OR 
FOR SHADE 


Ш Ta etch the fun-iowrg modd ot New 
Qrieans’ French Quarter, Prince Cont 
Motor Hotel decorates and protects in- 
teriors with canvas in а дау, Haavboyani 
stripe. 


Canvas i$ a smart choice tor a number of 
reasons. Long, dependable service is one. 
Thanks to amazing new advances in ter- 
tile chemistry, this sturdy fabric now has 
а color lastness and weather 1esisiance 
wever before possible. 


CANVAS AWNING INSTITUTE, INC. 


versatility i$ another. Use canvas tà pro- 
tact entrances from sun and rain, ta keep 
sun heal off window glass, to shade poob 
side sreas, or simply to add color, texture, 
and s festive Halt indoors or out 


Whatever your requirements, you'll find 
your aéarby canvas products manufac- 
turer well-qualified io carry out design 
specifications antl recommend trom в 
wide assortment of colors and patterns, 
the Түрге canvas best suited for the job 


and NATIONAL COTTON COUNCIL 
Memphis. 12, Tenn. 


P €. Воз 9907 


Sew out catalog 19e]C€ x 
ine Swool's: Architecture! 
Catalog of write 

low д free copy. 

!! contains original 

and practical ideas pios 
helpful information 

for specifying сапта 
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- HOPE'S - 


WINDOW WALLS 


x ез. 


GILBERT SCHOOL, WINSTED, CONNECTICUT 


The Malmfeldt Associates, Architects 


Gilbert School is evidence of many special values 
to be obtained with Hope's Multi-Story curtain 
wall construction. The window wall units are 
Hope's rolled steel sections INo. 2030, creating a 
vertical system that fully spans the three floors of 
the main structure with continuous tubular mul- 
lions. Assembled in the units are the insulated 
panels, the large lights of fixed glass and the 
ventilators (Hope's Heavy Intermediate). 


STEEL WINDOWS HAVE THE STRENGTH AND RIGIDITY THAT NO OTHER WINDOW CAN MATCH 


The Wadbams апа May Co., Builders 


See Hope's Window Wall Catalog for detailed 
drawings illustrating the extreme flexibility of 
these systems. The architect enjoys complete free- 
dom in layout. Doors, windows or louvers may 
be located at any point. Window walls may be 
installed either between the building columns or 
completely covering them. The use of Hope's 
Window Walls increases usable interior space. 
Ask for Catalog No. 152. 


HOPE'S WINDOWS, INC., Jamestown, N. Y. 


HOPE’S WINDOWS АКЕ MADE IN AMERICA BY AMERICAN WORKMEN 
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Lasting protection can now be added to exciting new roof designs; roofs whose shapes and contours 
give dramatic expression to the architect's creative imagination. Properly compounded neoprene and 
HYPALON synthetic rubbers have made this possible. • These versatile elastic roofing materials are 
providing workable, down-to-earth solutions to problems that have long restricted modern roof design. 
For example, they're easily applied over roof decks of any contour; cure to a A tough, permanent, 


weathertight surface with excellent resistance to weather, sunlight, ozone, abrasion, flame, oils 


9 
@ exposure... expand 


and contract with the roof deck...require no plasticizers . . . neither DU PONT 


A 
" ж. 
г 


ELASTOMERS 


дё FOR ROOFING 
é 
& 


and chemicals. • In addition, they retain their elasticity despite continual 


soften with heat nor embrittle with cold. Used together, 
neoprene provides lower-cost film build-up; HYPALON, 


a wide choice of stable, attractive topcoat colors. Sep- 


E. 1. du Pont de Nemours & Co. (Inc.) 
Elastomer Chemicals Dept. AR-10 


arately or in combination, resilient roof coatings 


made with neoprene and HYPALON assure years о Wilmington 98, Delaware 
^ l'd like to know more about roof coatings based on 
7 пеоргепе and HYPALON. Please send literature and 


e a list of suppliers. 


о 
ғ 
of maintenance-free service. * DuPont pro- & 
duces only the synthetic rubbers, neoprene e 


and HYPALON, from which these protective ЕЗ g E 
roof coatings are made. We'd like to send 9 д кав 
| Add 
you a list of suppliers, plus our booklet, N > be 
Т Zone State 


“ i ус Ла EN 
Colorful, Durable Roof Coatings Made + E 
with Neoprene and HYPALON." 


Better Things for Better Living... through Chemistry 
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Construction Cost Indexes 


Presented by Clyde Shute, Director of Statistical Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. Н. Boeckh & Assoc., Inc. 


Labor and Materials: U.S. average 1926-1929—100 


NEW YORK ATLANTA 
APTS., HOTELS, | COMMERCIAL AND APTS., HOTELS, | COMMERCIAL AND 
RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. 
Brick Brick Brick Brick Brick Brick 
and and and and and and 
PERIOD Concrete Concrete Steel Brick Frame Concrete Concrete Steel 
1930 124.1 128.0 123.6 82.1 80.9 84.5 86.1 83.6 
1935 93.8 Е 1047 | 1085 1055 | 723 853 | вао | 87! 85.1 
1939 123.5 122.4 1307 | 1834 01 | а 83] | 951 | 974 %7 
1948 250.1 251.6 239.4 7 2422 2356 | 1992 2025 | 1788 | 1788 178.8 
| 1949 || 2437 240.8 242.8 246.6 240.0 189.3 189.9 | 1806 | 180.8 177.5 
1950 256.2 254.5 249.5 251.5 248.0 194.3 196.2 185.4 183.7 185.0 
1951 273.2 271.3 2637 | 2749 2718 | 2128 2146 | 2042 |2028 2050 | 
| —-"195 ë | 2782 274.8 271.9 265.2 262.2 218.8 221.0 212.8 210.1 214.3 
| 193 | 2813 2772 281.0 | 2860 2820 | 2230 2246 | 221.3 221.8 223.0 
| 1954 | 2850 2782 7 293.0 | 3006 2954 | 2196 219.1 | 2335 | 2252 225.4 
1955 293.1 286.0 300.0 308.3 302.4 225.3 225.1 229.0 231.5 231.8 
R 1956 310.8 302.2 3200 | 328.6 324.5 237.2 235.7 2417 244.4 246.4 
1957 318.5 308.3 333.1 ^ 3452 3398 | 2412 239.0 2487 252.1 2547 
1958 328.0 315.1 348.6 | 3654 3573 | 2439 2398 | 2557 | 2619 262.0 
1959 3427 329.0 3677 | 3868 3741 | 2522 2477 266.1 2727 273.1 
May 1960 348.8 335.1 374.0 391.1 3797 258.1 252.8 273.1 279.9 279.6 
June 1960 353.8 338.9 380.4 | 3997 3828 | 2581 2523 | 2721 | 279.6 277.6 
July 1960 353.8 338.9 380.0 | 8994 3813 | 2611 2548 | 2759 | 2849 2785 
96 increase over 1939 96 increase over 1939 
July 1960 186.5 1769 | 190.7 | 199.4 193.1 202.5 206.6 | 190.1 | 1925 194.1 
ST. LOUIS SAN FRANCISCO 
1930 108.9 108.3 1124 115.3 111.3 90.8 86.8 100.6 104.9 100.4 
1935 95.1 90.1 104.1 108.3 105.4 89.5 84.5 96.4 103.7 99.7 
1939 1102 107.0 1187 | 198 190 | 1056 993 | 174 |1249 165 
1948 227.9 2312 2077 | 2100 2081 | 2189 2166 | 2083 |217 21 | 
1949 221.4 2207 212.8 | 2157 2136 | 230 2071 | 2140 |2198 216.1 
1950 232.8 2307 221.9 | 2253 2228 | 2270 22231 | 2224 |2245 222.6 
1951 | 2520 2483 | 2385 | 2409 2390 | 2452 2404 | 2396 | 2431 2431 
1952 259.1 2532 | 2497 | 2550 2496 | 2502 2450 | 2456 | 2487 2496 | 
1953 7 2624 2564 | 2590 | 200 2592 | 2552 257.2 | 2566 | 2610 259.7 
1954 266.6 2602 | 2637 | 2733 2662 | 2574 2492 | 2641 |2725 2872 
| 1955 | 2733 2665 | 2722 | 2813 2765 | 2680 2590 | 2750 | 2844 2796 
1956 7 2887 2803 | 2879 | 2992 2933 | 2790 2700 | 2889 | 2986 2958 
1957 292.0 2834 | 2952 | 307.1 3029 | 2863 2744 | 3029 | 3152 3107 | 
1958 ^ 2970 2789 | 3049 | 3184 3138 | 2898 2749 | 31.5 | 3267 3208 | 
(1959 | 3054 2964 | 3150 | 398 3239 | 2992 2844 | 3227 | 3381 3301 
| May 1960 | 3125 3023 | 3235 | 3386 3330 | 3081 2912 | 3359 | 353.6 3443 
June 1960 311.8 3014 | 3228 | 3379 3301 | 3091 2934 | 3378 | 3540 345.1 
July 1960 | 3120 3016 | 3225 | 3374 3271 | 3075 2914 | 3372 | 3536 3445 | 
ү nu 96 increase over 1939 96 increase over 1939 
July 1960 183.1 1819 | 171.7 | 1816 174.9 191.2 193.4 | 187.2 | 190.1 195.7 


Cost comparisons, as percentage 
differences, for any particular type of 
construction, are possible between 
localities, or periods of time within 
the same city, by dividing the dif- 
ference between the two index num- 
bers by one of them; i.e.: 

index for city A = 110 

index for city B = 95 
(both indexes must be for the same 
type of construction). 


Then: costs in A are approximately 
16 per cent higher than in B. 


110—95 


g = 0.158 


Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 


110—95 


110 - 0.186 
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Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each 
type relate to a different U. S. aver- 
age for 1926-29. 

Material prices and wage rates 
used in the current indexes make no 
allowance for payments in excess of 
published list prices, thus indexes 
reflect minimum costs and not neces- 
sarily actual costs. 


ж” 
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ARCHITECTS —INSURE CORRECT FIT AND PLACEMENT OF FLOOR GRATING EVERY TIME 
Cut costly field corrections — specify Borden. . . . 


1. A shop drawing of the job is submitted to the customer for approval, when necessary. This plan shows the size and 
shape of the grating area—how grating clears all obstructions. 


2. Each finished panel is carefully checked for accuracy of dimensions. 
3. Each panel is plainly marked with its number to insure quick, easy installation. 


4. The entire platform is laid out on our shop floor. Over-all dimensions and obstruction openings are checked against 
shop drawings. 


5. Erection diagram showing panel mark numbers is supplied for field installation. 


Tr ag yen M азы" 7 Write today for free 16-page catalog showing 

| BORDEN METAL PRODUCTS СО. all basic types of grating; more than 30 

| | dimensional drawings of sub-types; eight 

| ee e me NEW 1960 BORDEN Catalog” safe load tables for steel and aluminum 

| grating. 

EU ————————— Rai 

I COR BORDEN METAL PRODUCTS CO. 
lo (COMPANYRAME aepo Seet aaa tea т анан PESE “Greatest name in gratings" 

| SL AMD МО..ь-»--еье-кек«к<%өғ-%%%44%»%»6ь жа звкланав 8909 GR 822 Green Lane Elizabeth 2-6410 Elizabeth, N. J. 
EET T o1 ыны om Rc Pe Plants аһ Union, М. J.—Leeds, Ala. 


Conroe, Texas —Beeton, Ontario 
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OLD AMERICAN 
INSURANCE COMPANY 


Kansas City, Missouri 


НЕН Ж,» po f ag ў уе ERNE 


ADJUSTABLE—NON-ADJUSTABLE ... SQUARE AND RECTANGULAR 


Architects: 
Voskamp & Slezak 


Mechanical Engineers: 
Scott & Kinney 


General Contractor: 
S. Patti Construction Co. 


FOR PERFECT BLENDING AND PERFORMANCE EVERYWHERE 


Take a good look at the photo directly above and you can barely see the 
installed Perfair diffusers because they blend in so unobstrusively with the 
ceiling decor. 

And these perforated air diffusers are designed to provide more than beauty 
to any interior. Perfair diffusers are engineered to assure proper air distribu- 
tion without any noise or drafts whether the application calls for a 1-2-3 or 
4 way blow. Also available in matching return units. 

Complete performance data, dimensions and illustrations are included in 
catalog P-200. Write for your copy today. 


AIR DEVICES INC., 185 MADISON AVE. NEW YORK 16, М. Y. 
BETTER PRODUCTS FOR AIR DISTRIBUTION e AIR CLEANING e AIR EXHAUST 
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From the John Gellatly Collection іп the National . 1 i , 
Collection of Fine Arts, Smithsonian Institution, К 
Washington, D. С. ў 1 ile. The enduring beauty of the Han 


Dynasty vase is mirrored in the lustre of facing tile. Two 
thousand years apart in time, the two have an affinity in art. 
Each is drawn from the earth and employed by the artist 
to produce lasting art and enrich man's purpose. 


J 


1520 18th Street, N.W., Washington 6, D. C. 


In the interest of better Facing Tile construction, these companies have contributed to this advertisement: 
CHARLESTON CLAY PRODUCTS CO., Charleston 22, W. Va. e THE CLAYCRAFT CO., Columbus 16, Ohio e HANLEY COMPANY, INC., Pittsburgh, Pa. e METROPOLITAN BRICK, INC., 
Canton 2, Ohio е MeNEES-KITTANNING CO., Kittanning, Pa. e NATCO CORPORATION, Pittsburgh 22, Pa. e STARK CERAMICS, INC., Canton 1, Ohio 
WEST VIRGINIA BRICK CO., Charleston 24, W. Va. 
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Required Reading 


Constantius, in Capitoline Museum 
—from Rome for Ourselves 


Planning for Industry 


INDUSTRIAL ARCHITECTURE—A 7, Anal- 
ysis of International Bwilding Prac- 
tice. By James F. Митсе. Е. W. 
Dodge Corporation, 119 W. 40th St., 
New York 18. 232 pp., illus. $14.75. 


There was a time, not too long ago, 
when few if any industrial build- 
ings were designed by architects. Ob- 
viously, this is no longer true. Not 
only are the majority of industrial 
buildings architect-designed, but in 
many of them the architect plays a 
much larger role than has been usual 
in the past. 

It is rapidly becoming the rule, 
rather than the exception, for archi- 
tects and their consultants to become 
increasingly involved in such highly 
specialized aspects of industrial 
building planning and design as site 
feasibility, relationships of the build- 
ing and its site with the surrounding 
area, to the labor available, to sources 
of supply and markets. The plan- 
ning groups led by architects often 
include production or industrial en- 
gineers, who work closely with the 


client in order to insure efficiency in 
manufacturing operations and lay- 
outs. 

According to its author, this book 
is intended to “capture the essence 
of the modern factory” and relate it 
to the architect’s expanding role in 
its design. In order to accomplish 
this, the book contains a short his- 
tory, followed by analyses, in some 
depth, of the design, planning, and 
engineering of postwar British, 
American, and German industrial 
buildings. Important individual top- 
ics, such as factory services, fire pro- 
tection, automation, and heating and 
ventilation are discussed. Specific 
types, including buildings for light 
and heavy industry, process indus- 
tries, and utilities are examined in 
considerable detail. 

For architects, engineers, and oth- 
er members of the planning group, 
who are now, or in the future will be, 
involved in the design of industrial 
buildings, this book should prove to 
be a valuable text and reference. It 
should also be of at least equal val- 
ue to their industrial clients. 

—Dudley Hunt, Jr. 
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The Once and Future City 


ROME FOR OURSELVES. By Aubrey 
Menen. McGraw-Hill Book Co., Inc., 
330 W. 42nd St., New York 26. 244 
pp., illus. $15. 


The talents of an Indo-Irish au- 
thor, an American publisher, Dutch, 
French and English printers and en- 
gravers have all converged to produce 
this splendid book on the eternal 
Italian city. It is no fault of the text 
that what is likely to tempt the pros- 
pective buyer are the plates (151 of 
them) : velvety half-tones and spark- 
ling four-color work in a large for- 
mat, displaying only Rome’s best 
from the Etruscan period on. 

Mr. Menen is, as usual, highly 
readable, though he seems at times 
over-zealous in resisting the intem- 
perate prose of some 19th century 
art historians. One doubts that the 
cause of history is really served by 
replacing the prejudices of the senti- 
mental pedant with those of the de- 
termined debunker, however well- 
read and amusing. Whatever the ex- 


continued om page 78 


speaking of 2-ball-bearing hinges... 


“. 


ONLY А HAGER 
HAS 
THE EXCLUSIVE 


Tune Bearing’ 


PERMANENTLY ANCHORED IN THE KNUCKLE 
WITH CASE HARDENED STEEL—NOT BRASS 


In the wear-away zone (zone of bearing anchorage) 
soft brass rubs steel in other leading hinges and 
they sometimes fail. Not so with Hager! 


Hager’s advanced, two-knuckle-bored construction puts 
steel against case hardened steel in this failure zone. 
The result is flawless ball bearing performance— 
life-time performance. 


Yet you pay no premium for Hager’s superior design 
and material. Compare and discover: Hager 
2-ball-bearing hinges are unequalled in the industry! 


These same life-time features are also 
a part of the Hager 4-ball-bearing hinges. 


[9] 
о 
о 
о 
NOT THIS... BUT THIS.,.. 
not one-knuckle-bored two-knuckle-bored 
with wear-away brass to construction with 
anchor the bearings. bearings anchored 
(Bearings finally fall with case hardened 
out when pin is removed) steel. 


EXPLODED CLOSE-UP OF HAGER'S FAMOUS “LIFE-TIME BEARING" 


Brass outer shell per- 
manently fixed. Protects. ----------) Ж 
raceways and balls from Й 
dirt. Contains lubricant 
in bearing. 


EVERYTHING HINGES OX Hage! 


® 


Case hardened steel top raceway. 
Knuckle rides on this. 


Case hardened carbon steel balls. 


Case hardened steel bottom race- 
way permanently fixed. Puts steel 
in the zone of lateral thrust 
against pin. Carries vertical thrust 
transmitted from top raceway 
through balls. 


W7 VERTICAL THRUST (Both stainless steel raceways and 


balls are available on stainless 


b LATERAL THRUST steel ball-bearing hinges.) 


EVERYTHING HINGES ОМ НАСЕВ ° 


Ө 1957 C. HAGER & SONS HINGE MANUFACTURING COMPANY, ST. LOUIS 4, MO. е ІМ CANADA—HAGER HINGE CANADA LIMITED, KITCHENER, ONTARIO, 
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laundry 
the ew J 


it's a job for American! 


Because we know how architects work. We know the specific information 
you require to design modern, efficient laundry facilities into your 
building projects. American's extensive background in planning and 
equipping laundries will guarantee your client the most favorable economies - 
in terms of investment, operating costs, production and quality of work. i SS Fic 
When your project involves a laundry department . . . call your nearby You get more from 
American office or representative (listed in the yellow pages), 
or write our Cincinnati office for complete information. 


merican 


The American Laundry Machinery Company, Cincinnati 12, Ohio 
ALM-704 
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The best ideas are more exciting 


in COncrete 


A 


A 


MZ wil bos : 


Robin Lake dining pavilion, Ida Cason Callaway Gardens, Pine Mountain, Georgia. Architects : Aeck 
Associates, Atlanta, Georgia. Structural Consultants: Drake, Funsten & Harrison, Atlanta, Georgia 


Gay parasols of concrete 
add. a festive touch to eating out 


Conical bowls atop slender concrete stems create a roof that's unusual and dramatic. For a 
pavilion where informal meals are meant to be fun, these parasols give just the right atmosphere. 
Only in concrete do such architectural flights of fancy become so down-to-earth practical. 
With its unique plasticity, concrete provides endless creative potential. 
Architects today are finding more and more new uses for concrete—as a basic structural 


material of exciting natural beauty as well as great strength. It's stimulating a whole new 
trend in contemporary American structures. 


PORTLAND CEMENT ASSOCIATION 


A national organization to improve and extend the uses of concrete 


BRADIEY 


WORLD’S MOST 
FLEXIBLE 


SHOWER 
FACILITIES! 


е Models to serve 2, 
3 or 5 persons. 


Ф Individual volume 
_ and temperature 


è Available as 

=} Column Showers or 
with partitions for 
greater privacy. 


ө Provide more 
shower facilities in 
less area. 


9 Require far fewer 
plumbing connections 
than individual 
showers. 


9 Available in 
stainless steel or 
baked enamel in 
colors. 


Bradley showers improve 
every shower гоот-- 
and cut costs at the 
same time. They are 

your best choice 
for both new 
construction and 
remodeling. 


BRADLEY WASHFOUNTAIN CO. 
2227 West Michigan Street 
Milwaukee 1, Wisconsin 


WRITE! 


New Bulletin 29-H 
answers all your questions 
about modern 

shower equipment. 


Required Reading 


continued from page 74 


The Once... 


cesses of earlier writers, the fact 
remains that the Italian peninsula 
supported two great Western civiliza- 
tions, at least one more than any 
other region can claim, and to “ex- 
plain” away Italian contributions by 
dubbing the first civilization Greek 
and the second Arabic is to avoid the 
question. No matter how lofty the 
Greek way, Rome, not Athens, was 
the capital of the Empire; and no 
matter how intellectual the Arabs, 
Florence and Rome, not Baghdad or 
Cordova or even Naples, were the 
capitals of the Renaissance. 

Nonetheless, even at his most out- 
rageous Mr. Menen is rarely less than 
stimulating and never less than wit- 
ty. And his concluding chapter recog- 
nizes a Rome that the guidebooks 
generally overlook: a modern and ex- 
ceedingly vital city. 

And then, there are still those 
photographs. 


More Italian Cities 


VENICE, VICENZA & VERONA. By George 
Campbell Dixon. Essential Books, a 
division of Oxford University Press, 
517 Fifth Ave., New York 16. 160 
pp., illus. $12.50. 


As so often happens in picture books, 
the illustrations—72 color plates of 
the buildings and gardens of Veneto 
—upstage the text, which is frankly 
the sort of *votive offering" made by 
17th, 18th, 19th and 20th century 
Englishmen after touring Italy, and 
which draws heavily and with some 
charm from these earlier writings. 


Technical Books 


FUNDAMENTALS ОҒ ENGINEERING 
GRAPHICS. By Myron G. Mochel. Pren- 
tice-Hall, Inc., Englewood Cliffs, 
N. J. 379 pp., illus. $8.50. 


A text book containing sections on 
theory and methods of solving three- 
dimensional space problems on two- 
dimensional surfaces; on methods of 


communicating spatial solutions by 
continued on page 376 
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GLIDE-GRIDWALL 


architectural aluminum 


PRODUCTS 


SLIDING WINDOWS 


Monumental stock and custom types. All 
sash operate and bypass for window cleaning 
from interior. Strength of section allows heights 
to 6'6". The leader in the field for weather-tight 
performance and beauty of sight lines. 


SLIDING DOORS 


Monumental stock and custom types. Glazed 
with % to 1" thick glass. Double sill, flush with 
floor, leak-proof even in complex multiple track 
and wall pocket units. Stainless steel rollers and 
track. Transom units available as integral part 
of door framing. Screens may be used on interior 
or exterior as required. 


SLIDING DOORS 


PANAVIEW stock door units employ the finest 
construction features of the GLIDE door series 
at competitive prices. Double weather-stripped, 
alumilited, and available in panels with single 
or 5$" insulated glass. 


—— pepe —7— 
| 
м 
ہے‎ е 


WINDOWS AND WINDOWALLS 


The most economical window wall available. 
Infinite variety is achieved by mulling and 
stacking PANASEAL windows in any combination. 
Ideal for schools and commercial buildings. 
PANASEAL windows also available for resi- 
dential use. 


ENTRANCES 


Engineered for greater strength by integrating 
1" narrow stiles with 12" plate glass, GRIDWALL 
offers the most appealing entrance door on the 
market. Cylinder lock, housed in push and pull 
plates of charcoal bronze finish, simultaneously 
throws a concealed bolt into threshold and head 
of door frame for maximum security. A complete 
line of mullion framing for flush glazing is 
available. 


write for brochures and details 
GLIDE-GRIDWALL • 7463 Varna Avenue 
North Hollywood, California * TR. 7-3213 


PAINTING BY JOHN OTTERSON 


DIRECTION 


The abstract nature of architecture allows architects the greatest freedom for innovation. GRIDWALL paves 
the way for uninhibited architectural creation by making available curtain walls in keeping with the design 
principles of architects who are trail-blazers. 

Proven water-tight and mechanically dependable, GRIDWALL ASSURES THE ARCHITECT MORE TIME 
FOR DESIGN CONCENTRATION...eliminating all doubts and time-consuming research regarding 
his use of curtain wall. 


A manual containing comprehensive GRIDWALL details, specifications and test data is available on request. 


® 


ALL 


CURTAINWALLS 


GRIDWALL COMPANY • 7463 VARNA AVENUE ° NORTH HOLLYWOOD, CALIFORNIA • TRIANGLE 7-3213 


W. does an architect recommend three Drive-in 
Windows for a bank that will be surrounded by 1500 
parking places? Here, in the words of L. H. Skeen, 
President, Inter City National Bank, Bradenton, Flor- 
ida, is one of the answers. 

“Parking a car is simple. But, you can’t park kids. 
Our Mosler Drive-in Windows get a lot of use by all 
our eustomers but particularly by ladies who have young 
children to worry about...children who can't be parked 
yet are hard to manage on foot. Of course, there are also 
the obvious advantages of drive-in banking: the sheer 
convenience of doing business from your car; staying 
dry on rainy days; and in downtown areas, drive-in 


The Mosler Safe Company 


banking is the only answer to the parking problem." 
Why most architects choose Mosler 

Whenever an architect recommends Mosler equipment, 
he's sure of these three things: One, Mosler equipment 
will be the last word in modern design and appearance. 
Two, the equipment will be completely efficient, and 
practically maintenance-free. Three, Mosler’s highly 
trained technical people will be at his service. These 
people are available for consultation on specifications 
and other problems connected with the design of pro- 
tective and service equipment for banks. Mosler’s “The 
Key to Auto Banking” booklet has been prepared for 
your convenience. Just write to address below. 


World’s Largest Builder of Safes and Vaults 
320 Fifth Avenue, New York 1, N. Y. 
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GREATEST ACHIEVEMENT 
IN ROOF ENGINEERING 
IN A HALF A CENTURY! 


E 1 NEW ROOF CONSTRUCTION! 
y^ RE-ROOFING ! 
BELOW GRADE WATERPROOFING! 


PERMITS UNLIMITED DESIGN VARIATION...The Flint- 


kote Monoform System applies in one fast continu- 
ous operation a monolithic roof to structures of any 
style from flat or curved to the most advanced 
geometric designs. 


LIGHTWEIGHT—SAVES TIME—SAVES ON MAINTENANCE 


Three men apply the Monoform System—two on the 
roof, one on the ground. The gun applies special 
Monoform compounds simultaneously with chopped 
glass fibres. Compared to conventional methods ‘of 
building up a roof layer by layer, substantial sav- 
ings can be realized. 


... AND MAKES A STRONGER КООҒ...Тһе Monoform 
System provides the most versatile protective coat- 
ing ever offered by the roofing industry to architects 
and builders. The coupon below will bring you an 
actual application sample which will convince you 
that Flintkote Monoform should be specified for 
your next—and every building project. Complete 
information will accompany the sample. 


e WM rar 
ЖЫҚ а” ұй а 


SEND COUPON 
NEAREST OFFICE 


America’s 
Broadest Line of 
Building Products 


TO 


SYSTEM 


"А TRADEMARK OF THE FLINTKOTE COMPANY TU.S. PATENT APPLIED FOR 
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NEWS FROM PALO ALTO, CALIFORNIA 


"6600990900999 


MUELLER BRASS C0. Сел» - COPPER TUBE 
IN THE NEW TYPE “CENTRAL CORE” 15 STORY LUXURY 


The first application of "'slip-form" central core construction in the 
United States has been employed in the erection of the new 101 unit 
Palo Alto apartment building. With this method, the form in which 
the concrete is poured rides on high strength steel rods equipped 
with hydraulic jacks. The slip form is progressively lifted to each 
elevation after the concrete has been poured and allowed to set. By 
using this system, the 15 story core of the building was completed 
in 5 working days at an estimated saving of 8% on labor costs. 
Pre-stressed slabs, poured in place, serve as both floors and ceilings 
in the core. This Swedish-originated method has been used exten- 
sively in this country for bridge piers and storage silos, but is com- 
pletely new in the construction of buildings. 


“е ө ө ө ө ө е ө ө ө ө өе ө ө ө ө е ө ө өе ө ө ө ө ө ө е ө ө ө о 


Architect for the new Palo Alto apartments is William F. Hempel, AIA. 
The North State Builders Ltd. own and are constructing the 15 story 
building; engineering was by R. B. Welty of Modesto with H. B. 
Brewster, Fresno, consulting. The plumbing is being installed by the 
Herman Lawson Company of San Francisco. According to Mr. Hempel, 
the location of the utilities in the central core of a building sometimes 
creates problems in relation to local codes. But, in the case of the 
Palo Alto apartments, the city of Palo Alto changed code requirements 
зо all plumbing in the building could be copper. 


b. — 


MUELLER MUELLER BRASS СО. - 


82 ARCHITECTURAL RECORD October 1960 


USED FOR SUPPLY AND DRAINAGE PLUMBING 
APARTMENT BUILDING . . . 


Since the entire supply and drainage plumbing 
systems are contained in the walls of the new 
Palo Alto apartments, the smaller size and lighter 
weight of copper are essential factors. One unique 
innovation in this piping system is that many of 
the lines which customarily would be run hori- 
zontally have been installed diagonally, thus elimi- 
nating the need for pipe hangers. (Note the photo 
above). Copper was also used for all heating and 
cooling lines in this modern structure. 


Even complex plumbing assemblies can be quickly put together with a 
minimum number of joints when Streamline DWV copper tube and 


solder-type fittings are used. The work is faster and the completed job For all the latest facts on 
assures a life-time of clog-free, rust-proof, leak-proof plumbing service Streamline DWV copper tube 
2.. and copper costs no more than rustable piping materials. More and and solder-type fittings, the 
more architects and engineers, builders, and owners are specifying modern sanitary drainage 
Streamline copper tube and solder-type fittings . . . the modern plumbing piping material, write today 
material for supply and drainage systems. for copy of Catalog D-459. 


MADE IN USA. 
TO THE STANDARDS. 
ОР AMERICAN INDUSTRY 


PORT HURON 8, MICHIGANG 
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Meet an expert in strong, light construction Grass, fibers, weed stalks 


and horsehair don’t sound much like building materials, but an oriole can do wonders with 


them. She weaves them into a sac-shaped nest that’s light enough to suspend from thin twigs. 
Yet the nest is so strong that hurricane winds can’t tear it from the branches. L] For exceptional 
strength and lightness in a man-made structure, we suggest USS AmBridge Steel Joists, both 
standard and long-span. They provide strong, lightweight and economical construction suitable 
for most any type of roof, ceiling or floor. AmBridge Joists have an underslung, open-web de- 
sign for maximum headroom, and to accommodate pipe, ducts and conduit in all directions. 
AmBridge Steel Joists are easy to install. And once in place, they make a safe working platform. 
Want more information? Write to our Pittsburgh Office for your free copy of a 40-page catalog. 


USS and AmBridge аге registered trademarks 


This mark tells you a product is General Offices: 525 William Penn Place, Pittsburgh, Pa. 
made of modern, dependable Steel. Contracting Offices in: Ambridge • Atlanta • Baltimore • Birmingham • Boston American Bridge 
jx Chicago • Cincinnati • Cleveland • Dallas > Denver • Detroit • Elmira • Gary Si 
Harrisburg, Ра. e Houston • Los Angeles • Memphis • Minneapolis • New York Division of 
Orange, Texas» Philadelphia • Pittsburgh • Portland, Ore. » Roanoke « St. Louis United States Steel 


San Francisco + Trenton • United States Steel Export Company, New York 


Primary and secondary pumping 
as developed by B&G 


cuts heating system operating costs 


Where multiple buildings or multiple zones within a 
building are to be heated with circulated water, Primary 
and Secondary Pumping, as conceived and developed by 
Bell & Gossett engineers, both reduces pump horsepower 
and saves fuel by improving heat control. 


A typical system consists of a primary main contin- 
uously circulated by a B&G Universal Pump, with 
smaller B&G Booster Pumps drawing on the main to 
supply separate heating zones. Each zone pump is under 
individual thermostat control, so that each zone can be 
supplied with exactly the amount of heat required by 
its function or exposure. 


B&G Universal Pumps 
circulating primary mains. 


Write for free booklet which gives detailed informa- 
tion on this more efficient, more economical method of 
heating with circulated water. 


BELL & GOSSETT 


C OM PA М Y 
Dept. GJ-32, Morton Grove, Illinois 


Canadian Licensee: S. A. Armstrong, Ltd., 


B&G Booster Pumps supplying 1400 O'Connor Drive, Toronto 16, Ontario 


individual heating zones. 


Booster Pumps Package Liquid Coolers Refrigeration Compressors Marlow Pumps Heat Exchangers Oil-less Air Compressors 
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Now... Benjamin introduces the ultimate іп dramatic 
fluorescent lighting—the slim trim Coronado. It’s excit- 
ingly different, with the smart, slender look of distinction. 
Available in either a clear or ‘‘Prisopal’’® lens, the 
Coronado hugs the ceiling in perfect harmony of design, 
with a visible depth of only 21%”. Its distinctive styling 
sets this unit apart from all other plastic enclosed units. 

The Coronado leads the field in practicality, too. One-piece 
diffusing element. . . finger-touch latch... built-in coupler... 
snap-in wiring channel —all add up to the easiest installa- 
tion and maintenance ever. The Coronado combines beauty 
with new features and dollar savings in a way that assures 
complete satisfaction, whether used for appearance or price. 


Available in 2 or 4 lamp—40 W. Rapid Start. 
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EXCLUSIVE NEW FEATURES 


NEW ...finger-touch latch hinges from 
either side, allows basket to swing down or be 
removed—no tools needed. 


NEW ...snap-in wire way cover provides 
easy access to wiring and control equipment. 


NEW ...end plate design permits easiest 
tandem installation, coupling units in perfect 
alignment. 


NEW ... decorative plastic end caps avail- 
able for use on individual units or at ends 
of row. 


NEW ... one-piece ''wrap-around"' ex- 
truded plastic construction—only 277" visible 
depth. 


CORONADO—CLEAR LENS (Top) 


This new 3-in-1 diffuser boasts a 
crystal-clear L-120 low-brightness 
prismatic bottom, complemented by 
linear refracting lenses on sides and 
top to redirect light out of glare 
zone. Here is the ultimate in clear, 
color-stabilized polystyrene. 


CORONADO—PRISOPAL® 
LENS (Bottom) 


With the addition of opalescent 
white, this totally new 3-in-1 diffuser 
becomes a beautiful diffusing sur- 
face offering something new in con- 
trolled illumination. 


1 PRISMATIC LENS BOTTOM 


2 LINEAR LENS NO-GLARE SIDES 
3 LINEAR LENS NO-HOT-SPOT TOP 


АА COCs 


CONTROLLED LIGHT DIFFUSION 


1 Low-brightness L-120 prismatic 
lens on bottom for superior perform- 
ance and control. 


2 Refracting linear lens on sides re- 
directs light out of the glare zone, 
effectively controls side brightness. 


3 Refracting linear lens on top 
increases efficiency, spreads light 
uniformly over ceiling, banishes 
“hot spots.” 


Р == 
For full information оп the new 
Benjamin Coronado, mail coupon to 
Benjamin Division Thomas Industries 
Inc., 207 East Broadway, Louisville 2, 
Ky., Dept. BAR-10 


МШ, 
ТТЫ 


SN 
[ 


THOMAS INDUSTRIES INC. 


The World's Largest Single Source of Lighting for 
Commerce, Industry and Home. 


Send FREE copy of Coronado Folder to: 


COMPANY 
ADDRESS 


ciTY ZONE.— —STATE 
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IMPORTANT B ANNOUNCEMENT 


to people who = 
hear voices 2 


*voices that in- 
trude or disrupt 
and noises that 
project when they 
should be hushed. 
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Тһе пеу/ Aircoustat® Model W Return Air-Vent Silencers 


stop the transmission of noise without blocking air flow 
Aircoustat Return Air-Vent Silencers eliminate 


the distracting sound of voices that spill from In sizes for all applications: 
one area to another. Their slim design gives Model Thickness Width Length 
you a choice of installation. You can install bun ul өні 48' 
them within а wall or ceiling or hang them оп ils : d xod 
doors or walls. Let Koppers long experience in: á н ч » 
in sound control help you. Write today for W-5 т" 90" 48" 
information to: KoPPERS COMPANY, INC. www W-6 т" 48" 


3010 Scott Street, Baltimore 3, Maryland. Mein 


SOUND CONTROL 
КОРЕ) METAL PRODUCTS DIVISION 
® 


Engineered Products Sold with Service 
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PELLA now offers sliding glass doors 
of woop that can be painted or fin- 
ished to match any color scheme inside 
and out. The superior insulating quali- 
ties of woop plus a combination of 
stainless steel and wool pile weather- 
stripping make this sliding door 
weathertight — prevent condensation. 


And you can achieve warm, traditional 


——— = 


effects with PELLA removable muntins 
in regular or diamond patterns. Types 
О, OX, XO, ОХО and oxxo doors avail- 
able in 33” and 45” glass widths x 
7634" glass height. Call the PELLA 
distributor listed in your classified tele- 
phone directory for specifications and 
literature. ROLSCREEN COMPANY, 


PELLA, IOWA. 


The welded stee/ T-section 
on all four sides of the 134” 
Ponderosa Pine door panels 
gives the PELLA SLIDING 
GLASS DOOR its rugged 
strength and slim lines. 


PELLA ALSO MAKES QUALITY WOOD WINDOWS, ROLSCREENS, WOOD FOLDING DOORS AND PARTITIONS 
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MARLO Quietly 


dL Ks 


1 
3 
| 


LEADS THE CLASS 
ІМ ENGINEERS’ AIR CONDITIONING TEST 


Selected over nine other makes to comfort condition new music conservatory 


There was no guesswork in the selection of air conditioning 
for the new Cadek Hall, conservatory of music at the University 
of Chattanooga, designed by architects Shepherd and Smith. 


The consulting engineers, Campbell & Jones, conducted com- 
parison tests on 10 leading makes of equipment. Judgment was 
on the basis of noise level, overall construction, and individual 
features such as access panels, grilles, etc. 


Results of the tests pointed conclusively to Marlo Seazonaire 
remote room units as the best choice. Low noise level in particular 
was an outstanding characteristic of the Marlo equipment, which 
operated as quietly at high speeds as other units at low speeds. 


For your air conditioning needs, yov'll find this same high 
quality typical of the entire Marlo line. The Marlo representative 
in your area can give you complete information. 


MARLO 


Marlo Seazonaire Unit, Model FWC.C, selected for 
Cadek Hall, University of Chattanooga. 


ST. LOUIS 11, MISSOURI 
Quality Air Conditioning and Heat Transfer Equipment Since 1925 
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new folding 


5 partitions 


...massive panels of WOOD to divide large areas of space 


6 FINE 
AMERICAN WALNUT * 
WHITE ASH · 


OTHER PELLA QUALITY PRODUCTS INCLUDE PELLA WOOD WINDOWS, ROLSCREENS, 


When plans call for a large space divider— 


qe one that’s substantial yet decorative—try 


PELLA WOOD FOLDING PARTITIONS. This latest 
PELLA product offers new panel dimensions of 
10-3/8" x 1-1/16". Available for any width 
opening and heights up to 20’ 1". Embodying 
good basic design and rich natural wood tex- 
tures, these partitions integrate with interior 


appointments of most churches, restaurants, 


WOOD VENEERS 
PHILIPPINE MAHOGANY 


BIRCH * OAK * PINE 


TRINITY EVANGELICAL COVENANT CHURCH 
OAK LAWN, ILLINOIS 


ARCHITECT: WILLIAM M. COOLEY, AIA, 
AND ASSOCIATES 


schools, clubs and offices. Specify factory- 
finished or for finishing on the job. Stable 
core construction assures non-warping panels. 
Patented “live-action” steel spring hinging 
system maintains panel alignment. Consult 
your classified telephone directory for nearest 
PELLA distributor in U.S. or Canada, or, send 
for literature. ROLSCREEN COMPANY, 


PELLA, IOWA. 


WOOD FOLDING DOORS AND WOOD SLIDING GLASS DOORS 


ARCHITECTURAL RECORD October 1960 91 


MOTHER A 


a 


Mother McAuley Liberal Arts High School, Chicago. Architects: Fox & Fox, 
Painting Contractor: M. H. Roberts Company, 515 South Cicero Avenue, Chicago. 


DEVOE 


206 years of paint leadership 


DEVOE & RAYNOLDS CO,, Inc. 
A Subsidiary of Merritt- Chapman & Scott Corp. 


Atlanta * Boston • Charlotte • Chicago • 
Cincinnati * Dallas • Denver* Los Angeles 
* Louisville * New York * Philadelphia 

and in other principal cities 


AULES 


NEW CHAPEL AND SCHOOL 
DECORATED WITH DEVOE PAINTS 


The modern beauty of Mother McAuley Liberal 
Arts High School is a combination of many 
things. It’s the architecture of Fox & Fox, the 
color scheme of Sister Augusta, and the paints 
applied by M. H. Roberts Company— Devoe 
paints, for both the interior and exterior. 


On your own projects you'll find working with 
Devoe advantageous. Not only for the matchless 
beauty and quality of the paints themselves, but 
for the Devoe Color Consultant Service as well. 
It's free and without obligation. 


If you wish, Devoe's Color Consultants and 
architectural representatives will thoroughly 
analyze your paint requirements . . . taking into 
consideration such important factors as cost, 
climate, use, maintenance, and durability as well 
ав color and appearance. Or they'll assist your 
specification writer or color specialist. They'll 
save you time, costs, and details. Make you color 
presentations to show your clients. Build you a 
color reference library. All without obligation. 


Devoe Consultants are located in major cities 
throughout the country. Just write: Devoe Color 
Consultation Service, Devoe & Raynolds Company, 
Inc., Louisville, Ky. 


FREE! A paint reference guide for every job. 
Write today for your copies. 


wood casements 


save on storage space and maintenance 


STORAGE SPACE: Inside storm panels and 
ROLSCREENS' on PELLA WOOD CASEMENTS are self- 
storing the year 'round. You don't have to provide 
space to store screens and storm sash. 


MAINTENANCE: Occupants pull down nor- 


SCREENS at sign of the first Ну... raise them in the 
fall. This exclusive PELLA feature is a real labor- 


saver twice а year. PELLA WOOD CASEMENTS adapt 
to your design requirements. Only PELLA offers 18 
ventilating casement units up to 68" x 24" glass 
size and 60 fixed units. Full specifications in 
SWEET’S or consult the classified section of your 
telephone directory for the name of the nearest 
U. S. or Canadian distributor of PELLA products. 
ROLSCREEN COMPANY, PELLA, IOWA. 


MEN'S DORMITORY WITH 1166 PELLA WOOD 
CASEMENTS. ELLERBE & COMPANY, ARCHITECTS 


X ++ 
CIR 

» ж 

s 


iie 


MAKERS OF FAMOUS PELLA WOOD WINDOWS, WOOD SLIDING GLASS DOORS, ROLSCREENS, PELLA WOOD FOLDING DOORS AND PARTITIONS 
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ST. JAMES EPISCOPAL CHURCH, Dallas, Texas 


the T О of ^ designed by Jack Hemphill of Dallas 
dominates, 
the shingle EZ 


diego The traditional beauty of the 


Bird Architect Shingle 
dignifies a roof 

with sweeping modern lines 

Тһе roof of this Dallas church, by far the outstanding feature 

to the eye, is emphasized with special impact. It is another 


perfect example of the importance of these unique qualities 
of the great Bird King-tab Architect Shingle: 


Conformity with Design achieved by Greater Safety, Triple Protection: 


the Architect's 18" King-tabs — 300 lbs. per square, thick as stand- 
50% less vertical lines accentuate ard slate; 3 full layers at every 
the horizontal. point, with 5” exposure. Flatter 
roofs, pitched as low as 2” in 12”, 
Uniformity of Surfacing use it with complete safety. 


in even distribution of 
jumbo color granules 
(here, Polar White) 


| controlled in manufac- 
А ture — no unsightly 
application on site. 


8с 
See Specifications іп SWEETS FILE -> 


Architect Shingles 


or write BIRD & SON, Іхс., Вох AR-100, East Walpole, Mass. 
Charleston, S. С.» Shreveport, La. * Chicago, ПІ. 
MOISTURE AND TERMITES A PROBLEM? Write for details on Bird Termite Prevention System and Vapor Barrier. 
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Children's convalescent 


hospital makes efficient 
S 


use of 


For simplicity of design and erection, 
make large modular units with PELLA 
WOOD MULTI-PURPOSE WINDOWS. For ex- 
ample, here is one 11’ wide by 10/8” 
high. It utilizes 9 standard PELLA М-Р 
wiNDOWs. Available in a wide range of 
stationary and ventilating sizes, PELLA 
MULTI-PURPOSE WINDOWS feature the ex- 
clusive GLIDE-LOCK® underscreen oper- 
ator for opening sash to 10 positions 
without removing screens. Roto-Oper- 


ator also available. Inside screens and 
Dual Glazing Panels are self-storing. 
Insulating glass can be specified. Multi- 
pane effects can be created with remov- 
able muntins. PELLA M-P WINDOWS are 
constructed on a 4” module and com- 
bine nicely into large units that are eco- 
nomical to erect. Consult SWEET’S or see 
classified telephone directory for name of 
nearest U. S. or Canadian PELLA distrib- 
utor, ROLSCREEN COMPANY, PELLA, IOWA. 


windows 


4420 4420 4420 
VENT FIXED VENT 


4448 4448 4448 
FIXED FIXED FIXED 


4420 4420 4420 
VENT FIXED VENT 
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Fairbanks-Morse Announces! 


À NEW SPLIT-CASE PUMP 


FOR THE AIR CONDITIONING INDUSTRY 


MODERATE COST 


specifically designed for * erittATIQNS 


Single Stage, Horizontal Split-Case Centrifugal Pump for Chilled Water, Circulating 
or Booster Duty; Cooling Towers or General Water Supply. 


2% 
e 
. 
Q 
e 
2 Your F-M 
е Sales-Engineering Office 
үй is as Close as Your Phone! 
ә For your nearest Fairbanks-Morse Office, 
” Call Western Union . . . or write for bulletin #582C, e 
о Fairbanks, Morse & Co., Pump and Hydraulic Division, ar 
% Kansas City, Kansas e NOTE THESE DESIGN FEATURES! 


е 
... • Replaceable casing wearing rings ... for increased pump service life 
* Mechanical shaft seals (or packing box) 
* Sealed prelubricated bearings requiring no lubricating service 
* Heavy cast-iron base, drip-lip design 


Fairbanks, Morse 


Pump and Hydraulic Division 
^ MAJOR INDUSTRIAL COMPONENT OF FAIRBANKS WHITNEY CORPORATION 
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After you've decided to use folding doors, 
consider the ones that carry the name PELLA. 
The rich-grained beauty of their genuine wood 
veneers complements brick, tile, glass and 
plaster surfaces. Available factory-finished or 
unfinished, PELLA WOOD FOLDING DOORS pro- 
videlasting beauty with their quality materials 
and fine craftsmanship. Patented “live action" 
steel spring hinging assures dependable, effort- 
less operation for even the largest units. Solid 
wood ""Lamicor" panel construction prevents 


folding 
doors 


provide warm texture of natural wood 


warpffig. Available for any width and in 
heights up to 12’1’’, PELLA WOOD FOLDING 
DOORS arrive factory assembled, complete with 
all hardware for quick installation. Because 
satisfaction depends on appearance as well as 
function, try working with WOOD FOLDING 
DOORS by PELLA on your next problem of space 
control. Full specifications in Sweet's. Con- 
sult the classified telephone directory for your 
nearest U. S. or Canadian distributor. 
ROLSCREEN COMPANY, PELLA, IOWA. 


CLARKE SCHOOL FOR THE DEAF, NORTHAMPTON, 
MASSACHUSETTS * ARCHITECT; JAMES A. BRITTON 


American 


Walnut, 


Philippine 
Mahogany, 


6 FINE WOOD 
VENEERS 
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White Ash, 
Birch, 

Oak, 

Pine 
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Electric Utilities depend upon the constancy 
of coal because electric power cannot be car- 
ried in inventory. It must be made when needed 
and used the instant it is made. Over 70% of 
the fuel consumed by utilities is coal. 


COAL IS ENERGY...producing low-cost 
kilowatt-hours for modern electrical living 


As more and more Americans turn yesterday's household luxuries into today's necessities, elec- 
tricity continues to be the greatest single force lifting our standard of living. In the last ten 
years our population has increased 20%. But the residential demand for electrical power 
during that time has risen 251%! For commercial and industrial use there has. been а 150% 
increase. То satisfy this growing and boundless demand for dynamic energy, the electric utility 
industry has just about doubled its capacity every decade, all the while improving its fine 
record of giving more and more power for the consumer dollar. 

Power companies are the biggest single user of coal. Nearly 70% of fuel-produced electric 
energy is generated by coal. Our country's five most efficient power plants, based on the 1958 
report of the Federal Power Commission, operate 10046 on coal. 

In this booming energy market — and in other industries including steel making, process steam 
and heating as well — coal is the favored fuel. It offers the highest efficiency at lowest cost. 
It can match the stride of future consumption ...is dependably, economically transported as 
needed by Chesapeake and Ohio's giant coal car fleet — and its abundant reserves can be 
counted upon for centuries. 


Chesapeake and Ohio Railway 
TERMINAL TOWER, CLEVELAND 1, OHIO 


n in лауға. 


KEWAUNEE O, 
с 
MANITOWOC а е фе» 


ү 
oi 
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Coal is clean as well as economical for mod- 
ern institutional heating. Advancements іп 
handling and combustion equipment, electro- 
static precipitators and other devices to pre- 
vent air pollution make coal the ideal fuel. 


C&O Fuel Service Engineers offer free con- 
sultation in C&O's market areas on any problem 
of combustion, application, equipment or plant 
arrangement. Write to: R. C. Riedinger, General 
Coal Traffic Manager, at the address above. 


The 5100-mile Chessie Route directly 
serves over 300 mines in America's richest 
bituminous coal reservoir with the finest 
fleet of 68,000 coal cars. Specify C&O 
routing for dependable, efficient delivery. 


CHESSIE SERVES THE COAL BIN OF THE WORLD 
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For Every Moisture Problem 
There's a Sisalkraft Product 
That Does the Job 


... Saves You Money 


SISALKRAFT, tough, reinforced waterproof papers for 
protecting floors, curing concrete, covering unfinished work on 
the job. In fact, any application requiring protection against the 
weather. 


MOISTOP — a reinforced paper-polyethylene laminated va- 
por barrier. Provides complete, permanent protection against 
moisture infiltration through floors, whether slab on ground, be- 
low grade or in crawl spaces. 


VAPORSTOP — a low cost vapor barrier for under slabs. 
Tough and strong for application without rips or tears. Fungicide 
treated to resist rot and decay. 


COPPER ARMORED SISALKRAFT, а sheet of pure 
copper laminated to reinforced kraft. Permits the use of pure, 
permanent, waterproof copper at lowest cost. For all concealed 
flashing and waterproofing. 


SISALATION - a reinforced reflective insulation and 
vapor barrier for sidewalls, ceilings and floors. Low in cost — 
protects against condensation — saves heat in winter — pro- 
vides summer comfort. 


A selection of flexible and semi-rigid, clear plastic films are 
also available in a variety of widths. A new line of vapor 
barriers is now being manufactured — called Pyro-Kure, 
these products are flame resistant and carry the UL label. 


AMERICAN SISALKRAFT CORPORATION 
Chicago 6 » New York 17 • San Francisco 5 
In Canada: Murray-Brantford Ltd., Montreal 


reinforced paper, foil and. plastics for construction, industrial packaging and agriculture 
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selects herman nelson 
*now or later" 
air conditioning 


Doxey Elementary School, Sunset, Utah 
Owner: Davis County School District 
Architect: Bruce J. McDermott, Ogden, Utah 
General Contractor: E. T. Saunders and Sons, Ogden, Utah 
Plumbing and Heating Contractor: Langford Plumbing 
and Heating, Odgen, Utah а 


алые, 


(turn page for cost data) 
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New architecturally styled kaal- s00] II offers: 


OPTIONAL COLOR, 


OPTIONAL FUNCTION, 


OPTIONAL AIR CONDITIONING 


and Nelson flexibility brings 


the cost within any school budget 


Herman Nelson first made air conditioning economic- 
ally practical for schools by providing it on an 
optional, “now or later” basis. Now Herman Nelson 
offers brand new unit ventilator styling, optional color 
and optional function. 

OPTIONAL COLOR! Six new accent colors: 
Flame Red, Kentucky Green, Topaz Blue, Brushed 
Orange, Sunset Yellow and Neutral Gray. 

OPTIONAL FUNCTION! Your unit ventilator 
companion equipment can include (1) sink and 
bubbler unit, (2) sliding door cabinets, (3) open 
shelf. cabinets, (4) magazine racks, (5) cubicle 


cabinets and (6) 10-. or 20-tray tote tray cabinets. 
All units, except sink and bubbler and magazine 
racks, are available in either stationary or mobile 
models. 

And Herman Nelson offers low cost optional com- 
ponent equipment and optional air conditioning, 
making it easy to tailor your system to fit your school 
budget. 

This new-color, new-function architectural styling 
is available with all Nelson unit ventilators—whether 
they provide for air conditioning or for heating, venti- 
lating and natural cooling only. 


Symbol of Product Engineering magazine's "Master Design Award" for achievement 
in product engineering and design—awarded to Herman Nelson School Air Systems 


- UM Division, American Air Filter Company, Inc, fo i il i 
72 4 pany, . for new unit ventilator styling. 
Al ene уч 1 | 1 \ 


COST DATA: DOXEY ELEMENTARY SCHOOL 


Doxey Elementary School, Sunset, Utah; Owner: Davis County School District; Architect: 
Bruce J. McDermott, Salt Lake City, Utah; General Contractor: E. T. Saunders and Sons, Og- 
den, Utah; Plumbing and Heating Contractor: Langford Plumbing and Heating, Ogden, Utah. 
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at this price, can you afford not 
to provide for air conditioning? 


Beautiful, rambling Doxey Elementary School is 
nestled within some of America's most rugged and 
picturesque mountain terrain—an area where tem- 
perature extremes range all the way from the heat of 
a scorching summer sun to the bitter cold of Rocky 
Mountain winters. Ав in schools in every state, Davis 
County officials selected a flexible HerNel-Cool unit 
ventilator “now or later" air conditioning system to 
accommodate the thermal needs of their school. 
HerNel-Cool Unit Ventilators serve now as stand- 
ard unit ventilators—heating, ventilating and cooling 
(with outdoor air) according to the needs of each 
classroom. But, this unique system can be converted 
to year-round air conditioning at any time in the 
future without interrupting educational activity or 


requiring building alterations. 

The cost for this system? Doxey Elementary School 
—26,660 sq. ft. with boiler and piping sized to accom- 
modate 12 additional classrooms—cost only $10.57 
per square foot. This is in the same range as most 
other schools in this area that have not provided for 
future air conditioning. 

By the time you read this report, far more than 561 
schools will have selected “now or later” air condi- 
tioning by Herman Nelson. You can install HerNel- 
Cool unit ventilators at little or no extra cost — air 
condition at any time in the future by merely install- 
ing a Herman Nelson packaged liquid chiller in the 
boiler room. At this price, can you afford not to pro- 
vide for air conditioning? 


Mail coupon for FREE 
herman nelson FACT KIT 
on school air conditioning 


Includes information on (1) how air conditioning 
affects the learning environment, (2) the cost of 
school air conditioning (including rule-of-thumb 
estimates you can use in your own’ planning), and, 
(3) the equipment for school air conditioning. 


SCHOOL AIR SYSTEMS DIVISION OF 


Аны Air Fitter 


COMPANY, INC., LOUISVILLE, KENTUCKY 


е еееееееееееееегееееегеоегсеогееееәее 


School Air Systems Division, Dept. 259 
American Air Filter Co., Inc. 
215 Central Avenue, Louisville, Kentucky 


C FACT KIT on school air conditioning. 
L] Booklet: The case for air conditioned schools. 


NAME 


TITLE 


ADDRESS. 


Св айе ЕА: STATE 


PAN AMERICAN USES - 
89 ЕТ. САТАМ OF AIR 
IN NEW TERMINAL AT 
N.Y. INTERNATIONAL AIRPORT! | 


| 
| 


| The Modern 

| Entranceway ... 

| Operates 

All Year 'Round! 


| * Unobstructed Entrance and Exit 
| * No Doors To Open And Close /1 
| * An "Open" Invitation 15 Extended To All | 


A Typical Installation... Even Though It’s The 
Largest Air Curtain In The World...dor-less-dor... 
Providing A Unique And Outstanding Entrance Combining 
Both Function And Unmatched Customer Appeal! 


— нілін ———————— — M "— тшт 
— зен —————————— ————— 5 = га Г = ] 1 


e No Traffic Pile-Up . .. Free Flow At All Times | 
* Tremendous Attention And Prestige Builder - 


No Matter How Large or Small... Banks, Stores, Ге A Bal ee ОГ oor Ae АЫ 
Supermarkets, Office Buildings, Terminals, Industrial | * Insurance Premiums Reduced ... No More 


' Door Accid 
Plants... There Is A dor-less-dor to fit your plans!! ka oui 


A DOOR MADE OF AIR MEANS MORE SERVICE | 
AND MORE BUSINESS TO YOUR CUSTOMERS! | 
! || 


Weather Problems 
* Heat Or Cooling Loss Reduced 


Write For Free Consultation And Further Information! 


Since 1841, А Famous Name In Engineering, 
Heating And Air Conditioning 


New Y 

5 % 
Architects: Tippetts-Abbett-McCarthy-Stratton, New York e ect 
General Contractor: Turner Construction Co., New York 


15 " re Lo ee Б = 
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* Lower Maintenance Cost... No Dust, Dirt Or 


50 Church Street. 
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DESIGN 
WITH WELDED 
TUBING 


How TUBING 


"Made the School" for Altoona, Kansas 


How to slash’ costs without reducing quality—for the schools we must have today? Like 
many another school district across the country, Altoona, Kansas found the answer in 
welded steel tubing for new high school wall construction. € With square and 

rectangular tubing, the same amount of space was achieved as with conventional framing. 
Walls went up faster, thanks to shop-built sections up to 28 ft long by 11 ft high. 

Besides framing the window-wall, the tubular members support structurally the wall and 
roof system. ® Costs? 80% per square foot of building for entire installed wall, insulated, 
paneled, glazed and caulked! Write today for data-filled Bulletin 8591, free on request. 


(5) Welded Steel Tube Institute, Inc. 


1605J HANNA BUILDING, CLEVELAND 15, OHIO 


e Armco Steel Corp. e The Babcock & Wilcox Co., Tubular Products Div. e The Carpenter Steel Co., Alloy Tube Div. e Clayton Mark & Со. e Damascus Tube Co. e Jones & Laughlin Steel Corp. 
Electricweld Tube Div. « National Tube Div., United States Steel Corp. « Ohio Seamless Tube Div. of Copperweld Steel Co. « Republic Steel Corp., Steel and Tubes Div. « Revere Copper an 

Brass Inc., Rome Manufacturing Company Div. e Sawhill Tubular Products, Inc. е Southeastern Metals Со. е The Standard Tube Co. • Superior Tube Co. е Trent Tube Co., Subs. Crucible 
Steel Co. of America « Union Steel Corp. е Van Huffel Tube Corp. е Wall Tube & Metal Products Co. 
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New clean-sweep balustrade 

New easy-to-grip handrail 

New Poly-V-Belt drive provides vibration-free operation 

New High Chord truss design for greater strength, lighter weight 
Exclusive slip-reducing handrail drive 

Step-train chains cushioned and silenced byrubber shock and silencerrings 
Haughton-engineered for complete passenger safety 


FACTORY BRANCHES TO SERVE YOU COAST-TO-COAST 


DIVISION OF TOLEDO SCALE CORPORATION 
Executive Offices and Plant, TOLEDO 9, OHIO 


А Trusted Name in Vertical Transportation 


| STANDINC 
ANCEN 


Haughton Type H escalators are designed to move from 3000 to 8000 people per hour— 
efficiently, safely, quietly. Equally important, they're styled to enhance the beauty of their 
surroundings... provide exceptional flexibility of arrangement to meet varying space 
requirements. In appearance as well as performance, they represent the greatest advance- 
ment in vertical transportation in years. Let us show you how new Haughton Type H 
escalators and the men who design, build, and maintain them can help you provide better 


traffic movement in the buildings you design. Call your nearest Haughton Factory Branch 
or write for illustrated brochure. 


MAIN LOBBY, CONNECTICUT GENERAL LIFE INSURANCE CO., HARTFORD, CONN. ARCHITECTS: SKIDMORE, OWINGS AND MERRILL. TERRAZZO INSTALLATION BY DE PAOLI MOSAIC CO. 


Insurance Company Insures Floor Quality, 
installs Terrazzo 


THE NATIONAL TERRAZZO AND MOSAIC ASSOCIATION * NWDA Bldg., 2000 K St., N.W., Suite 503, Washington, D.C. 
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Terrazzo satisfies insurance company's taste for 


economy enhanced with aesthetics. 


Terrazzo combines infinite design possibili- 
ties, durability and low total cost. Tested by 
centuries of use, Terrazzo is in harmony with 


contemporary creativity and modern budgets. 


Sometimes lower initial cost is weighted dis- 
proportionately in total cost consideration. 


Projected maintenance cost for Terrazzo and 


comparable floor finishes represents the bulk 
of total cost. Terrazzo's maintenance cost is 
20% less per year than its closest competitor's 
—enough to make its total cost less after only 
seven years. 

Aesthetically and economically, Terrazzo is 
without parallel for walls, wainscots, stairs and 
floors. Write the Association for detailed infor- 
mation and comprehensive cost study. Cata- 
logued in Sweet's. 


Member Producers^ Council 
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Drywall systems аге nothing new to Bestwall. For 
years Bestwall Hummer Systems have been providing 
more enduring gypsum wallboard construction. Each 


system was designed for specific types of drywall in- A. brief description 


stallations. of the other systems: 
System “C”, for example, makes possible superior “A”—For applying, through lamination, 
partition construction. Use of factory-laminated panels, two layers of gypsum wallboard to frame 


construction. 
“В” —Еог constructing smooth, permanent 
partitions entirely of laminated gypsum 


ready for installation, results in movable or permanent 
partitions with paneled appearance, which can be erected, 


trimmed and painted in one day. No joint treatment is wallboard. 

needed. All accessory items are available. “D”—For erecting laminated gypsum 
wallboard with many advantages of double- 

Write for complete specifications and construction details. layer installation at lower cost. 


FIREPROOF СҮР 


YOUR BEST BUY 15 Ardmore, Pennsylvania 


Plants and offices throughout the United States 


2B-8193 
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A-DECK — For purlin spacings not 
exceeding 8'4". Narrow ribs provide 
deck surface that supports the thin- 
nest or softest types of insulation. 


B-DECK—For spans to 10'0". Wide 
rib distributes metal for greater 
structural efficiency —gives higher 
section properties per pound of 
steel — well suited for use as side 
wall panels. 


ғ 
4%” 
Li 


12” 
C-DECK—Carrles normal roof loads 


over spans up to 200”. Used ex. 
tensively in canopies. 


12" 


4" to 8" 


ауу с» 
Т-5ТЕЕІ. — New! Galvanized only. 
For clear spans to 32'0". Adaptable 
to acoustical and flush, luminous 
ceiling treatments. Provides supe- 
rlor diaphragm to transmit seismic 
and wind loads. 


H-DECK — New! For simple spans 
from 10'0" to 20'0"— 3 and 412" 
depths. Especially practical to cover 
walkways in shopping centers, 
schools, other installations. 


$ 
) 


ж. 


E 27 


B-ACOUSTIDECK — Two-in-one 
panel combines steel roof deck with 
acoustical ceiling having Noise-Re- 
duction Coefficient of .70 — used 
for spans to 10/0”, 24” coverage by 
1%4” depth. 


н< 


C-ACOUSTIDECK — Offers same 
Noise-Reduction Coefficient as B- 
Acoustideck. Can be used for spans 
to 20'0". 12” coverage by 4%” 
depth. 


" 
М РТ 


RIBFORM—High tensile steel form 


Whether your design calls for a dry insulation board roof or for wet-fill, 
there's an Inland roof system for the job — by the makers of Milcor steel build- 
ing products, famous for years for highest quality. 


Inland steel deck is lightweight — weighs less than half as much as poured-in- 


for concrete slabs over spans up to 
8'0”. Three types: Standard, Heavy- 
Duty. Super-Duty (shown). Gal- 
vanized. 


place or pre-cast construction. You can space joists wider than otherwise and 
use lighter framework, to save both time and money. 


Panels are easy to handle and weld in place — in any weather that a man can 
work, Тһеу don't need warmth for setting, nor time for curing. Тһеу don't 


ATLANTA, BALTIMORE, BUFFALO, CHICAGO, СІМСІММАТІ, CLEVELAND, 


absorb water, nor lose their strength when wet — the job stays on schedule. 


® 
member of the 
» i INLAND 
Types A, B, C, and H decks have the additional advantage of a Bonderized, steel family 
baked-enamel prime finish that resists on-the-job damage. One field coat of 


paint on these Inland decks usually does the job of two coats on ordinary decks. ENGINEERED PRODUCTS DIVISION 
Write for catalogs 240, 241, and 245 — or see Sweet's sections 2c/Inl, 11a/In, INLAND STEEL 

and 2a/In for full information on Inland steel roof deck and permanent center- PRODUCTS COMPANY 
ing. If you have an unusual problem, you can draw upon their diversified Dept. J,4033 West Burnham Street 
experience by consulting Inland's Engineers. Milwaukee 1, Wisconsin ағ. 


DALLAS, DENVER, DETROIT, KANSAS CITY, LOS ANGELES, MILWAUKEE, MINNEAPOLIS, NEW ORLEANS, NEW YORK, ST. LOUIS 


B 
[ 

5 

| 
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Factory Assembled YORK Heat Pump 
Heats and Cools with Air and Power 


—Eliminates chimneys, boilers, fuel storage 


Air Conditioning, Heating, Refrigeration and Ice-Making Equipment 


112 


“I see an industrial development 
without a single chimney!” 


EXCLUSIVE COMPOUND COMPRESSION —Patented 
multi-stage compression wrings heat from even — 10? 
F. air making York Heat Pumps practical in coldest 
climates. Compound compression delivers up to 67% 
more heat than single-stage system from same power. 


REDUCES COSTS, SAVES SPACE—No unsightly 
chimney to build and maintain, no boilers to tend, 
no space-wasting fuel storage, no smoke and soot. 
Compact system can be located anywhere from base- 
ment to roof, or even in separate building. 
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NO SUPPLEMENTARY HEATING— Compound com- 
pression eliminates need for electric strip heating, 
reduces operating costs. York Heat Pumps can heat 


- and coolsimultaneously, or automatically switch from 


one to the other according to load. 

SIMPLIFIED SELECTION AND INSTALLATION —Can 
be completely factory assembled to save design time 
and field labor. Units from 50 to 150 tons cooling 
and up to 1,200 MBH heating. Larger, field-assem- 
bled systems to meet your requirements. 


Another YORK Trail Blazer Concept Proved in Action at 
Sylvania Laboratory, Amherst, М. Y. —A York Heat Pump pro- 
vides all-weather air conditioning for this 85,000 sq. ft., 21% story 
research and testing facility. System delivers 250 tons cooling and 
2400 MBM heating to York perimeter fan-coil units. 


YORK 


YORK CORP., SUBSIDIARY OF BORG- WARNER 
CORP.,4310 GRANTLEY RD., YORK, PENNSYLVANIA | ШАШУ 
In Canada—Canadian Ice Machine Co., Ltd. 


BORG-WARNER 


MAKE IT BETTER 
e 


» Products for Home, Commercial and Industrial Applications 


a 
i 


RESEARCH & ENGINEERING 


Blue Weldwood Glasweld for window inserts and railing panels, Holiday Inn Motel, Brunswick, Ga. Arch: Curt C. Scheel; Assoc. Arch: James D. Logan. Gen'l Cont: Price Co. Owners: Southeastern Motel Corp. 


Glasweld — the versatile building panel 
guaranteed not to fade 


The Glasweld® color you specify is the color that remains on 
the building— year after year. For Glasweld, available in 20 
standard colors, is guaranteed colorfast Ьу Weldwood? 
Glasweld's permanent colors are fused to an incombustible 
asbestos reinforced panel that requires no maintenance other 
than an occasional washing The panel is weatherproof and 
dimensionally stable. It does not absorb moisture, will not 
swell, shrink, or work loose in its mountings. Its low 
coefficient of linear expansion makes Glasweld an ideal 
panel for curtain wall and window insert components. Its 


high resistance to the effects of chemicals and abrasion and 
its freedom from rot, rust, and corrosion suit Glasweld for 
a wide range of interior and exterior applications. 

Glasweld has an extremely high strength/weight ratio. 
It machines cleanly and can be cut on the site. You can 
order Glasweld in 14" , $4", М”, and $6" thicknesses in 4/ x 8' 
panels, and in M" and 5%” thicknesses іп 4’ x 10” panels. 
Learn more about Glasweld—mail the coupon today. 


WELDWOOD GLASWELD 


------------- MAIL THIS COUPON FOR FREE DATA BOOKLETS ------------- 


United States Plywood AR 10-60 


55 West 44th Street, New York 36, N. Y. 
[Г] Please have а Weldwood Architects’ Service Representative call on me. 
Please send me: 


{J "Weldwood Glasweld' '—222000, new 16-раде data booklet which gives 
detailed drawings, specifications, and physical characteristics. 


[Г] '"Weldwood Architectural Grade Plywood Panels" '— 321034. The archi- 
tect's 40-page handbook for specifying Weldwood hardwood paneling. 


Weldwood® plain sliced %" Architectural walnut, installed in a carefully mismatched plank style. Office of the president, Southland Life 


| 
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Insurance Company, Southland Center, Dallas. Arch: Welton Becket, FAIA, & А55ос., Los Angeles. Inst: Adleta Show Case & Fixture Mfg. Co., Dallas. 


How many faces has walnut paneling? 


г-тт---------------- 


THREE POPULAR TYPES ОҒ VENEER CUTS 
Type of cut Result in the panel 


IN 


A unique and variegated figure as 
strikingly illustrated above. 


A series of stripes, straight in some 
woods, varied in others. 


vd 


Plain slicing—The log is cut in 
half, then sliced with a razor sharp 
blade moving parallel to a line 
through the log's center. 


G 


Quarter slicing— The log is 
quartered and sliced so the blade 
strikes the log at right angles to 
the growth rings. 


fir “ж 
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Half-round—Segments or flitch- 
es of the log are mounted off- 
center on a lathe so the blade 
cuts slightly across the annular 
Lar rings. 


dl 


aN 


— و cals‏ ا 
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A bold variegated grain marking 
that differs from plain slicing be- 
cause the blade partially follows 
the annular rings. 


— it all depends on how you slice it... 


Walnut can be many woods when it is made into paneling by 
Weldwood. It can be quarter sliced, half-round, or plain 
sliced as in the office above. However it's cut, it is dignity, it 
is warmth, formal yet friendly, luxury without maintenance. 
And like Benge®, rosewood, teak, and Korina? — among 
others — walnut is just one of the many species available to 
you when you specify Weldwood Algoma-Made paneling. 

A visit by a Weldwood Architects’ Service Representative 
places at your command the incomparable production facili- 
ties and experience of United States Plywood. He will be 
happy to help you plan a Weldwood paneling installation in 
your next commercial or residential design. For details, plus 
a free copy of Weldwood’s 40-page illustrated guide to veneer 
cuts, flitch matchings, and specifications, "Weldwood Archi- 
tectural Grade Plywood Panels," mail the coupon on the 
reverse side of this page. 


REAL WOOD PANELING 


Product of UNITED STATES PLYWOOD In Canada: Weldwood Plywood, Ltd. 


and ARMCO STEEL BUILDINGS 


Panel-wall construction gets new look ERRETEN 
with new Sculptured STEELOX Panels born at 


Armco 


When you design with Armco Steel Buildings—in either 


| 
the rigid frame or truss type models — you now get a ARMCO DRAINAGE & METAL PRODUCTS, INC. | 
classic new Sculptured wall panel that imparts a handsome асан Curiis Street, Middletown, Ohio T | 
shadow effect and works well with other exterior materials. | SEN (ДІР аро АЕН AGO RUM, BUTS | 
This new Sculptured Panel is a variation of the familiar | Name | 
and time-proved STEELOXx® Panel. The same simplicity of | Title | 
erection, and the same weathertight interlocking joint, are i | 
still there. Now you get extra ruggedness and wall beauty. | Firm 
Send the coupon for details on this and other new Armco | Street | 
Building features. Armco Drainage & Metal Products, Inc., | city Pone State | 


7210 Curtis Street, Middletown, Ohio. [t€ "a —C ҒТА ы у. ҰЛЫП д 4 


ARMCO DRAINAGE & METAL PRODUCTS 


Subsidiary of ARMCO STEEL CORPORATION 


OTHER SUBSIDIARIES AND DIVISIONS: Armco Division * Sheffield Division > The National 
Supply Company * The Armco International Corporation * Union Wire Rope Corporation 
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REMOVE TONGUE AND 
BACK-CUT FULL DEPTH OF HERF 


2 ZEE RUNNER 12" О.С. 
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ACCESS CLIP IN 
OPEN POSITION 
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REMOVE TONGUE 
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How Armstrong 


Acoustical Fire Guard 
can provide 
easy accessibility 


Acoustical Fire Guard's new access- clip arrangement 


allows access to any part of the ceiling's plenum chamber 


ECAUSE OF the maze of pipes, ducts, 
B and electrical equipment installed 
above the suspended ceilings of today's 
buildings, accessibility has become an 
important consideration in specifications. 
Emergency entry to the plenum cham- 
ber of the traditional fire protective ceil- 
ing has meant expensive damage or loss 
of time. 

Armstrong Acoustical Fire Guard— 
the first time-design-rated acoustical 
ceiling tile—provides access to any part 
of the plenum chamber. The access-clip 
arrangement (see diagrams) permits 
tiles to be removed with ease and speed. 
Тһе system works equally well for either 
55" or 34” Acoustical Fire Guard tiles in 


either the zee or TDR systems—both 
of which have official fire-retardant rat- 
ings from Underwriters’ Laboratories, 
Inc. 

This access-clip system is more eco- 
nomical to install than unsightly access 
doors in conventional ceilings. When in 
place, the clips are almost invisible. 

To learn more about Acoustical Fire 
Guard and the many benefits it can 
offer, call your Armstrong acoustical 
contractor (he’s in the Yellow Pages) or 
your nearest Armstrong District Office. 
For further technical information about 
Acoustical Fire Guard, write to Arm- 
strong Cork Company, 4210 Rock St., 
Lancaster, Penna. 


_ (Aymstrong ACOUSTICAL CEILINGS 


7860-1960 Beginning our second century of progress 
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Homestead hospitality 
is the finest... 
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«КІС Shell-Ice helps make it so 


e The Homestead, world-famous resort hotel at 

Hot Springs, Virginia, noted for its fine facilities, has added a 
Frick Shell-Ice maker, further providing its guests with the 
finest of cooled beverages and foods. 


Shell-Ice is superior for several reasons . . . it is curved, 
combining a large surface with great cooling power 

and durability. Shell-Ice is clear, hard and solid . . . has no snow, 
slush, thin flakes or waste. 


Frozen on stainless-steel tubes by direct expansion of ammonia 
or other refrigerant, Shell-Ice is made with a controlled variable 
thickness of % inch to % inch, and is harvested automatically. 


The Shell-Ice makers are built in a wide selection of sizes, with 
nominal capacities up to 40 tons of ice every 24 hours. 

A free Bulletin (No. 54) describing Shell-Ice makers 

may be had on request. Write to 


FRICK COMPANY • Waynesboro, Pennsylvania 


TELEPHONE PLANNING makes the homes 
you design more livable. Built-in outlets, with wiring 
concealed, keep telephone service flexible 


and protect the beauty of your home interiors. 


For details of home installations, see 
Sweet's Light Construction File, 11c/Be. 
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TRUSCON'S New Full Line of Aluminum 
HORIZONTAL SLIDING WINDOWS seres 700 


‚.. Cte Types 0 meel wory consumer demand 


4 


2 "See-Breeze" 
Picture Window > 
to Ши 


E Equal 
Leg Frame Unit For 


Concrete Block Construction | 


New Modern 
Center Vent 
Unit 


SINGLE SLIDE— one ventilator operates 

FIXED PICTURE WINDOWS 

SEE- BREEZE — slide ventilating picture windows 

CENTER VENT PICTURE SLIDE WINDOW 

SIDE VENT PICTURE SLIDE WINDOW 

FOR CONCRETE BLOCK CONSTRUCTION 

COMBINATION STORM SASH AND SCREENS AVAILABLE 


No other manufacturer supplies all these types to meet 
every consumer demand. Available in standard types and 
"Pacific Coast" types. Majority of types and sizes are 
stocked, completely glazed, for prompt shipment from 
warehouse. 

Manufactured to meet ЕНА and УА requirements. Full 
perimeter weatherstripped. Stainless steel vent slide 
channel assures smooth, easy operation. Interlock at 
meeting rail assures weathertightness, easy operation. 

Call your Truscon representative and get the facts 
direct. Or, send coupon. 


Ei 
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YOUR REPUBLIC ROOF DRAINAGE PRODUCTS DISTRIBUTOR carries a complete 
line of everything you need—in galvanized steel, ENDURO? Stainless Steel, 
terne, or copper, with perfectly matched accessories to assure fast, low cost 
installations. They go up easy, go up fast, go up to stay—with more profit 
on every job. Ask for Republic Roof Drainage Products by name. Send 
coupon for more information. 


Standard Units of Republic 
Steel Kitchens are available 
in a wide range of sizes in 
base and wall cabinets, sinks, 
drop-ins, and accessories to 
meet every kitchen need and 
size. Easy to install. 


NEW TRADITIONAL FINISH— grain texture, vinyl on steel. Traditional is the 
homebuilder’s answer to any kitchen preference. A vinyl of beautiful, natural 
grain inseparably bonded to Republic Steel Kitchen door and drawer fronts. 
In apartment or multiple home developments, you can vary the kitchen plan 
without altering the floor area. Every kitchen is a custom kitchen with a 
choice of Traditional Finish, or crisp, clean, popular colors. Republic Steel 
Kitchens are easy to install, dimensionally accurate. Call your Republic 
Steel Kitchens distributor, or send coupon for information and color sample. 


TRUSCON TRU-DIAMOND METAL LATH trimmed square... no flare! It's a 
pleasure to work with this precision-made, distortion free metal lath. Sheets 
are perfectly square and true—selvage edges are neatly finished. These 
Truscon Tru-Diamond features insure a good fit on the toughest job. Full line 
of Truscon Tru-Mesh Metal Lath Accessories. Contact your Truscon Dealer 
and get the complete story, or send coupon below. 


REPUBLIC STEEL CORPORATION 
DEPT. AR -9635-A 
1441 REPUBLIC BUILDING • CLEVELAND 1, OHIO 


| 

| 

| 

| 

| 

| Please send more information on the following products: 

| O Truscon Aluminum Horizontal Sliding Windows, Series 700 
! П Republic Roof Drainage Products and Accessories 

| П Truscon Metal Lath and Accessories 

| П Republic Steel Kitchens Traditional Finish—Color Sample 
| 

| 

| 

| 

| 

| 

| 

| 

| 
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ОРА Whites Ruge 
of мабла! SEE andl Sl Produts 
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BY CATERPILLAR 


Cat D337 Electric Set in Plant D of Public Utilities 
з Department at Fort Lauderdale, Florida. 
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Cat D326 Diesel Electric Set is used for standby 
8 power at Water Department in Warren, Ohio. 


H 


Cat 397 helps furnish power for the village of 


122 


4% L'Anse, Michigan, whic 
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Whatever the job, 
Caterpillar engines will provide an 


economical, reliable investment 


In water works, sewage plants, or electric utilities, 
Caterpillar Engines prove their worth. In the town of 
L’Anse, Michigan, Caterpillar Diesels furnish power for a 
population of 2400. “Гуе been running Caterpillar En- 
gines in our power plant for 20 years,” the superintendent 
says. “During that time we've had only the best from the 
engines themselves and our Caterpillar Dealer." 


At Plant D of the Public Utilities Department in Fort 
Lauderdale, Florida, Plant Supervisor Vernon Sheesley 
says, ^Although our plant is relatively new, we are well 
satisfied with our Caterpillar Diesel Electric Set and the 
excellent service given by our Caterpillar Dealer." 


At the water purification plant of the City of Warren, 
Ohio, three Caterpillar Diesels give dependable power— 
a D326 Electric Set is used for standby power in the 
purification plant, a D397 is on a standby pump to keep 
up water supply when electric pumps are down, and a 
D318 pumps water from reservoir to purification plant 
automatically on a low service pump at reservoir. 


Superintendent J. Paul Price said that Caterpillar 
“had the product which was most suitable for this opera- 
tion. Specifications were set up first and after the bids 
were in, it was found that Caterpillar equipment met the 
specifications best." 


Lightweight, compact Caterpilar Engines are avail- 
able up to 730 HP and in Electric Set ratings to 400 KW. 
The Caterpillar Natural Gas Engine is the lowest cost gas 
engine available. Call your Caterpillar Dealer. Whether 
it’s for prime or standby power, he can show you why 
Caterpillar Engines help assure client satisfaction. 


CATERPILLAR 


Caterpillar and Cat are Registered Trademarks of Caterpillar Tractor Co. 


Engine Division, Caterpillar Tractor Co., Peoria, Ш., U.S.A. 


NEW FROM OZALID | 


Greater contrast, greater clarity with Ozafax апа Ozalid materials for drafting room or office 


New Ozafax semi-dry papers and developers 
now bring Ozalid quality to every Diazo Copy Machine 


From Ozalid—the nation's leader in dry diazo materials for more than a 
quarter of a century—comes Ozafax, the newest line of top quality semi- 
dry copy materials. Regardless of the make machine you own, you can 
now look to Ozalid as a new source of supply for all your diazo copying 
needs, and look to Ozafax for... 


Better Contrast! A new, advanced diazo coating formulation fastens a 
sharp black image against a clean white background. On the shelf or 
after processing, the bright white appearance of Ozafax papers lasts. 
Broader Line of Colors! Ozafax papers are available in 6 appealing colors 
for more flexible coding. No wider variety of tinted stocks anywhere. 
From every angle—speed, quality or simplified ordering and inventory 


—Ozafax improves your reproduction operation. Call your local Ozalid 
representative or mail coupon today. 


materials from 


A Division of General Aniline & Film Corp. 


---------------------------4 
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SEND TODAY FOR FURTHER INFORMATION 
Ozalid, Dept. B-10, Johnson City, N. Y. 
Check one: 


Please send information explaining the 
new Ozafax semi-dry diazo materials. 
[ ] Please have representative call. 


Name 


Firm 


Phone 


Address 


Zone 
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MILLARD FILLMORE HOSPITAL, Buffalo, М. Y. Architects: Kidd and Kidd. 


| BUILDING PRODUCTS 
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А. D. Pearson, vice president of Jewett 
Refrigerator Company, Іпс., ап Ар- 
proved Insulation Contractor. 


STYROFOAM 


ТИОТ ОАТ 


Economical, efficient cold storage rooms and other low tem- 
perature facilities have two important engineering require- 
ments—efficient insulation and proper installation. That's 
why Dow established ап Approved Insulation Contractor 
program for its outstanding low temperature insulation, 
Styrofoamt. Dow awards this approval only to carefully 
selected contractors capable of giving the architect technical 
design assistance, followed up by quality installation. 


AIC installs over 34 million board-feet! 


Typical of the more than 90 Dow Approved Insulation Con- 
tractors is Jewett Refrigerator Company, Inc., Buffalo, New 
York. An AIC for three years, Jewett has installed more 
than three-quarters of a million board-feet of Styrofoam. To 
serve the architect, Jewett offers a design staff of engineers 
to make specific recommendations and detail out plans. 


Combined cooling and deep-freeze facilities were con- 
structed, using Styrofoam, for the hospital research insti- 
ture. Low temperature rooms for meat, dairy products, 
Jruit, vegetables and other purposes were constructed. 


THE DOW CHEMICAL COMPANY œ 


Dow Approved Insulation Contractors offer design 
assistance to the architect and assure quality installation 
for low temperature applications 


A typical Jewett job is the recent major modernization pro- 
gram for the Millard Fillmore Hospital in Buffalo. Styro- 
foam was used to insulate a variety of low-temperature 
facilities. Jewett designed and constructed combined cool- 
ing and deep-freeze facilities for the storage of enzymes, 
proteins, blood specimens and other substances under study 
in the adjoining research institute. Also part of the project 
was the building of refrigerated storage rooms for food 
service, and for other cold storage requirements as well. 


Says А. D. Pearson, Jewett vice president: “Styrofoam im- 
presses us with its qualities of lighter weight, easier handling, 
simplicity of installation and non-absorbency of moisture. 
Once it's installed properly, Styrofoam affords permanent 
insulation efficiency, and we never have to worry about the 
job." 


For the names of Approved Insulation Contractors near you 
. . . for more information about Styrofoam for low-temper- 
ature applications or for comfort insulation uses, write THE 
DOW CHEMICAL COMPANY, Midland, Michigan, Plastics Sales 
Department 1703N 10. 


+Dow’s registered trademark for its expanded polystyrene. 


Other Dow Building Products 


SCORBORD? (Pat. applied for) — Rigid expanded polystyrene insulation 
for foundation perimeters, slab floors. Exclusive pre-scored feature speeds 
installation. 


ROOFMATE*—Rigid, lightweight insulation for built-up 
roofs—serves as its own moisture barrier. 


SARALOY® 400—Durable, elastic flashing material in- 
stalls without prefabrication, can be conformed to irreg- 
ular shapes. 


POLYFILM®—High-quality polyethylene film for use as 
a moisture or vapor barrier and for temporary enclosures. 


“TRADEMARK MEMBER 


MIDLAND, MICHIGAN 


See "The Dow Hour of Great Mysteries" on TV. 
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ADAMS-RITE's exclusive Ms lock more than 
doubles security for narrow stile doors, making 
forced entry impossible without the complete 
destruction of the door channel. This double 
security is made possible by linking the stile and 
jamb together with a counterbalanced laminated 
steel bolt—measuring a full 1%” from a 

backset as short as Ж”: and unlike standard 
locks, the MAXIMUM SECURITY retains as much of 
the bolt within the locking stile as is projected. 


Compare the Adams-Rite ms lock—with its pro- 
tective long bolt—with ordinary locks and you'll 
see the double protection of MAXIMUM SECURITY. 


Write today for complete specifications 
and information. 


ADAMS-RITE 


MANUFACTURING COMPANY 
540 West Chevy Chase Drive, Glendale 4, California 
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another first from Bilt- Well ; м 
» Caradco 


This concealed hinge 
is one of the many 
outstanding features 
of the BILT-WELL 
Casement Window 


- 
== 
hp m———————————————————————— Jos! 


Permits unbroken exterior 
lines. Window can't sag or pull 
\ loose. It's tamper-proof, too! 


The First Truly Modern N / 


E m 


^ 7 
` 7 
Г “ 7 
Wood Casement Window € P i 
A casement that incorporates all the latest 
thinking in fenestration engineering 
Insist on these BILT-WELL Features: The BILT-WELL Line of Building Woodwork— 


WINDOW UNITS, Double-hung, Awning, 


à Р " Р" ж Casement, Basement. CABINETS, Kitchen, 
1. Double weatherstripped for lowest 5. Three glass widths: 16", 20" and 24” \guitiple-use, Wardrobe, Storage, aH ay 


heating and cooling costs. and five glass heights: 24”, 32", 36", — atory. DOORS, Exterior, Interior, Screen and 
а : : "T 48" and 60" Combination. 

2. Unitized sill construction facilitates : 
groupings. 6. Gold-tone finished operators, manufactured by 

3. Nylon bearings, stainless steel track locking handles, storm panels and j гра s Inc. 

` е : ubuque, Iowa 

cadmium-plated steel hinge arm. на 4 

4. Angle and radial bays from stock 7. Single or double insulating glass. 
parts. 8. Dove-tailed frame joints. 


BILT $ WELL by Ca Ico 


For ultimate design flexibility specify Wooo V WORK 
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Famous Park Avenue beauty enjoys Flexalum light control 


Regard the Seagram Building. What 
glamour it adds to Park Avenue! How 
shapely! How well-groomed! For its 3,676 
windows, the architects naturally chose 
Flexalum Twi-Nighter venetians. What's 
more, Hunter Douglas engineered two 
custom features so that haphazard slat- 
tilts and blind heights wouldn't interrupt 
the symmetry of the building's facade. A 
special 3-stop action keeps the blinds fully 
raised, fully lowered, or set at one happy 
medium, while the unique tilt mechanism 
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fixes slats at а 45-degree angle. No other 
window covering is so ideal for buildings 
with curtain-wall construction. 

Naturally, Hunter Douglas is concerned 
with the people inside, as well as sight-seers 
outside. Flexalum venetians give real light 
control, let in soft, diffused light, or make 
rooms dark and strictly private. As for 
maintenance problems, there aren't any. 
Only Flexalum venetians are designed as 
an integrated whole, so they don't suffer 
from malfunctions that often afflict blinds 
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whose parts have been garnered from 
several sources. Flexalum venetians won't 
rust, chip, erack or peel. And they're 
guaranteed for 5 years. See our latest specs 
in Sweet’s Architectural File 19d/ Br or write 
to: Dept. AR-10, Bridgeport Brass Со., 
Hunter Douglas Division, Bridgeport, Conn. 


leaalum: 


TWI-NIGHTER* VENETIANS 
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БЕ... New B 
LE Dry-set | 
1 Mortar Мұ 


makes ceramic tile cost breakthrough! 


<> 
d What It Means in Savings 
Eo The new mortar, consisting of ordinary portland cement modified by polymeric 
B additives, is making possible tremendous savings in time, materials and labor. 
b. d Invented by the scientists of the Tile Council of America Research Staff, the new 


dry-set mortar is proving itself fast in both interior and exterior applications, on 
walls and floors, in schools and commercial installations. 


How It Performs Better 

Use of the new mortar permits tile to be applied directly on dry brick or cement 
masonry, cement plaster, poured concrete walls and floors and other approved 
surfaces. In many cases it completely eliminates lath and scratch coats. In con- 
trast to the conventional 34" mortar bed, the new mortar permits much thinner 
beds—1/16" to 38” in depth on the average. Bonding strength is much greater 
than the regular cement bed. Mixing is simpler because of the small amount of 
mortar used. Tile does not have to be soaked, back up walls do not have to be 
sprayed—the whole job goes faster. 


Why It Works Better 

When the dry-set mortar is mixed with water on the job, the resulting mix is 
water retentive and trowels more smoothly with no sagging. Uneven surfaces can 
be leveled by adding screened sand to the mortar. 

Manufactured by L & M Tile Products, Dallas, Texas; Permalastic Corpora- 
tion, Detroit, Michigan; Technical Adhesives, Inc., Evanston, Illinois; The Upco 
Co., Cleveland, Ohio, the new mortar is available nationally. Look for the seal of 
approval. For more information ask your tile contractor or write to any Tile 
Council of America office listed below. 


o 
TILE COUNCIL OF AMERICA, INC. воо Second Ave., М. Y. 17, N. Y.; Room 933, 727 West Seventh St., Los Angeles 14, Calif.; tile 


Room 207, 5738 North Central Expressway, Dallas, Texas * American Encaustic Tiling Co., Inc. е Atlantic Tile Mfg. Со. е Aztec 
Ceramics, Inc. е Cambridge Tile Mfg. Co. • Carlyle Tile Co. е Continental Ceramics Corporation • General Tile Co. e Gladding, 
McBean & Со. е Hood Ceramic Corporation • Jackson Tile Mfg. Co. е Jordan Tile Mfg. Co. • Lone Star Ceramics Co. е Monarch 
Tile Mfg. Inc. е Mosaic Tile Co. е Murray Tile Co., Inc. е National Tile & Mfg. Co. • Olean Tile Co. * Oxford Tile Company 
Pacific Tile and Porcelain Co. e Pomona Tile Mfg. Co. * Redondo Tile Company * Ridgeway Tile Co. e Robertson Mfg. Со. 
Stylon Corp. • Stylon Southern Corp. е Summitville Tiles, Inc. е Texeramics, Inc. e Wenczel Tile Co. • Winburn Tile Mfg. Co. 


JAMOLITE Cooler Door 


Lightweight: 4" Thickness: 
Weight is 1/5 of Cooler and 
metal clad cold Freezer doors are 
storage doors. both 4" thick. 


Ф THE JAMOLITE DOOR is a completely new devel- 
opment in cold storage doors for the Food Service Indus- 
try. In hotels, restaurants and institutions JAMOLITE 
Doors are transforming interiors with new brightness 
and color. 


Both cooler and freezer doors are flush-fitting and only 
4" thick with new lightweight framing. Foamed-in-place 
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Impervious to 
moisture and 
vapor — easy to 
keep clean. 


JAMOLITE Freezer Door 


with Jamison Frostop® 


Colorful JAMO- 
LITE doors come 
in gleaming white 
and four colors. 


Frostop prevents 
ice formation at 
area of gasket 
contact. 


polyurethane plastic provides highly efficient insulation, 
is permanently bonded to rigid fiber glass shell. Installa- 
tion details for each door are practically identical. 


Complete data on new, lower-cost JAMOLITE is avail- 
able in Sweet’s; or write today for Catalog FS to Jamison 
Cold Storage Door Co., Hagerstown, Md. 


*Jamison Trademark 


JAMISON 


COLD STORAGE 


DOORS: 


New Television Center of Channel 3, Louis- 


5 . e ville, is a ground floor structure supplying 
Kentucky S first TV station 75,000 square feet of production, storage, 


studio and office space. 


P owers-Up to put new Bright, attractive conference room (below) 


at WAVE utilizes modern decor and paint- 


radio-TV center on the air е growth in 


you сан BE SURE...1F ITS ү Vestinghouse 


i di 


reete 


Smaller of two TV studios demonstrates the 
electrical capacity available for flooding light on 
television sets. Smaller, permanent sets are lo- 
cated here. Main studio, 65' x 45' and 23' high, 
contains a complete electrical kitchen and ade- 
quate space for automotive and aquatic displays. 


New "WAVE" broadcasting station criteria 


demands reliable electrical system 


Prime among the design criteria for the new WAVE 
ТУ studios in Louisville, Kentucky, was an abso- 
lutely reliable electrical distribution system to keep 
the 100,000-watt station on the air without interrup- 
tion. Station executives also insisted on plenty of re- 
serve electrical capacity to facilitate easy expansion. 

In designing the new building, Architect A. Read 
Henry developed a very successful combination of 
beauty and function. With the T'V and radio studios 
as the core of the building, all production facilities, 
storage offices and control stations are arranged in a 
square for convenient access to these main centers 
of station activity. 

'This impressively modern new studio and office 
building of WAVE, Inc., is accented by an interest- 
ing pink and gray sidewalk pattern that undulates 
in inviting fashion along Floyd and Jacob Streets 


J-94148-3 


in Louisville. It's the third new home for the station 
sinceit first went on the air in 1933. 

Heart of the electrical distribution system is a 
Westinghouse building-type switchboard that feeds 
and protects all circuits in the building. Circuit 
breakers were specified for all feeder circuits in the 
switchboard and panelboards to provide maximum 
protection and absolute reliability for continuous 
TV programing. 

Owners, architect, engineers and contractors alike 
are all well pleased with the cooperation Westing- 

(contd.) 


you CAN BE SURE ...ir ITS 


Westinghouse 


p^ 


K. A. Lentz, Jr., Westinghouse Sales En- Westinghouse Туре NAI1B panel- A. J. Eversmann, Maintenance Su- 
gineer, looks on as L. A. Bulleit, E. R. boards are used for distribution of perintendent of WAVE, inspects the 
Ronald & Associates, points out some of the many lighting circuits in the modern and compact Westinghouse 
the many important electrical features of studio. These circuit breaker pan- building-type switchboard with R. A. 
the new Television Center to L. A. Wor- els protect circuits against overloads Schlaug and M. D. Bornstein, both of 
land, E. R. Ronald & Associates; G. W. and short circuits. Bornstein Electric Company. Westing- 


Norton, Jr., President of WAVE, Inc.; and 
Architect A. Read Henry of Hartstern, 
Louis & Henry. 


house АВ De-ion® circuit breakers dis- 
tribute and protect all power circuits 
in the studio. Provision is made to in- 
stall additional breakers when required 
in the future. 


Station finds reliable electrical 
system essential (contd.) 


house demonstrated on the project. A Westinghouse 

construction specialist can be of service in your 

planning. Call the Westinghouse sales office near 

you, or write Westinghouse Electric Corporation, 

Box 868, Pittsburgh 30, Pennsylvania. 2-94148-4 

OWNER: Station WAVE, Inc., Louisville, Ky. 

ARCHITECT: Hartstern, Louis & Henry, Louisville, Ky. 

CONSULTING ENGINEER: E. R. Ronald & Associates, 
Louisville, Ky. 

GENERAL CONTRACTOR: F. W. Owens Company, Inc., 
Louisville, Ky. 

ELECTRICAL CONTRACTOR: Bornstein Electric Company, 
Louisville, Ky. 

MECHANICAL CONTRACTOR: Stevens Engineering 
Company, Inc., Louisville, Ky. 

WESTINGHOUSE DISTRIBUTOR: Tafel Electric & Supply 
Company, Louisville, Ky. 
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K. F. Haynes, F. W. Owens Company, General Contractors, 
discusses Westinghouse Class 11-700 part winding reduced 
voltage starter with Paul Tafel, Jr., Tafel Electric and Sup- 
ply Company; and M. T. Shaw, Mechanical Engineer, 
Stevens Engineering Company, Inc. This starter controls the 
30-hp Life-Line? “А” air conditioning motor shown іп fore- 
ground. Also shown are Westinghouse safety switches, line- 
starters and pushbuttons. 


R. J. Barker, Tafel Electric and Supply Company; R. A. 
Schlaug and M. D. Bornstein inspect substation where two 
300-kva transformers furnish 120/208 volts for building 
power. Two runs of 1600-ampere, weatherproof, low-im- 
pedance bus duct carry the low-voltage power to building- 
type switchboard within building. 


E S 


Somewhere North of Baffin Bay 


The Arctic is almost as silent and lifeless as an ice-cube. 
But, deep inside it, these 400-foot long missile-detection 


antennas will guard the life of our country. 
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as 
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They're part of а Ballistic Missile Early Warning 
System (BMEWS). Officially, you'd call them surveil- 
lance radar antennas. Yet, they look like over-sized 
baseball mitts. That web-like framework can detect 
(or spot) a far-off missile darting through the shivering 
Arctic sky, and rifle its speed and direction to any of 
our military bases in seconds. 

Up here, weather is a constant battle. Arctic storms 
slam into the 163-foot high antennas, and rake icy 
fingers backand forth over the mesh-faced structures. 
But they'll stand for years. The D. S. Kennedy Com- 
pany, builders, made certain of that by weaving foot 
after foot of USS National Steel Pipe and Tubing 
into every antenna. 

Steel tubular products are important structural 


© 
a à This mark tells you a product is made of modern, dependable Steel. 


materials. It's specified by architects and engineers 
as structural members in schools, supermarkets, 
and many types of buildings. For instance, tubular 
steel is a perfect choice for window and panel support 
in curtain wall structures, because it has an excellent 
light weight to high strength ratio, is easy to join and 
reduces maintenance. 

USS National Steel Tubular Products have been used 
in buildings and commercial structures for more than 
90 years. If you'd like some additional facts, write for 
a copy of our Bulletin No. 2—Pipe For Mechanical 
and Structural Purposes. National Tube Division, 
United States Steel,525 William Penn Place, Pittsburgh 
30, Pa. But, for fast delivery of USS National Steel 


Tubular Products, see your National Tube Distributor. 
USS and National are registered trademarks 


National Tube 
Division of 
United States Steel 


Columbia-Geneva Steel Division, San Francisco, Pacific Coast Distributors 
United States Steel Export Company, New York 
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NEW MODINE FAN-COIL UNITS PERMIT FULL-ROOM DECORATING 


IN BUILDINGS WITH CURTAIN WALLS 


MODINE LOW-BOY 


и 


Special, nonstandard adaptations of the Low-Boy AlRditioner include provision for above-the-floor concealment of supply and 
return piping and for uninterrupted wall-to-wall installations. Because quantity, delivery and price are determined on an 
individual basis, please contact your Modine sales representative or write to the company. 
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FLOOR-TO-CEILING WINDOWS 


Modine Low-Boys are never in the way . . . of architect, decorator 
or tenant. They crouch close to the floor as they heat, cool, filter 
and dehumidify. The 1415" height is almost a full foot lower than 
other fan-coil units. Although midgets in size, Low-Boys are 
giants in performance. Using hot or chilled water from a central 
source, they deliver year-round comfort . . . quietly, economical- 
ly. They're individually controlled thermostatically or manually. 
And response is instantaneous! 

Handsome Low-Boy enclosures blend with the decor of any 
room. They're available in 44-, 52-, 68- and 96-inch lengths . . . 
in six decorator colors: ivory, putty, rose beige, sepia, almond 
green and dark jade green. Bulletin 760B has complete Low-Boy 
details. The coupon will send your copy on its way. 


A-1411 


550 LOW-BOYS IN LAKE MEADOWS 600 — Modine Low- 
Boys are providing year-round comfort for residents of 
Chicago's newest luxury apartment building . . . Lake 
Meadows 600. This gleaming, glass-enveloped, 12- 
story and penthouse building overlooks Lake Michigan 
...contains 140 apartments. Owners: New York Life 
Insurance Co.; Architects and Engineers: Skidmore, 
Owings & Merrill; Mechanical Contractor: Advance 
Heating & Air-Conditioning Corp.; General Contractor: 
Turner Construction Co. 


MODINE MANUFACTURING 
COMPANY 

1510 DeKoven Ave., Racine, Wis. 2 
Please send new Low-Boy Bulletin 760В. |. 


Canada: Sarco Canada, Ltd., Toronto 8, Ontario 


= 
э 
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Bankers Life Insurance Company 
of Nebraska, Lincoln. Architects: 
Unthank & Unthank. Consulting 
Architects: Shreve Lamb & Har- 
mon. Serviced by Sanitary Towel 


& Laundry, Lincoln. 


Good design is apparent in this handsome 
building. And it extends to the small but 
important details, too . . . like the attrac- 
tive, functional towel cabinets, for example. 

When YOU specify continuous cotton 
towel cabinets for washrooms, you auto- 
matically provide your clients with а num- 


ber of plus values: Lowered janitorial costs 


This beautiful recessed unit is but 


satin-finished stainless steel and 
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. . . fewer plumbing repairs . . . less litter 
. . . less fire hazard. So plan for continuous 
towel cabinets. Your local Linen Supplier 
will install the units and keep them sup- 
plied with fresh, real cotton toweling. 
Yes, specify continuous towel cabinets for 
the job on your board right now . . . your 


clients will appreciate it. 


For complete information, write to Linen Supply Association on your letterhead. 
You'll receive this free, fully illustrated Planning-for-Cloth Kit which includes 
specifications for recessed and other continuous cloth towel cabinets. [ 


f 


a 
one of the many designs available. 
Itis solidly constructed of 22 gauge, i Ш M 
қ Association of America 


carries 50 yards of cloth toweling. and National Cotton Council * 22 West Monroe Street, Chicago 3 


Taylor-Seidenbach, Inc., 
New. Orleans, La. 


ug” 
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А А. Grand Isle. тіле of 
p^ Кеш, ж 7-"% а ДА АЎ Freeport Sulphur Company, 
ғ p oM. à = NV X Brut ro a 
т ға» 4% - a "az ^ p FAT ry, l 
Fa e 38 ; "aver pe " атн ди Corrugated Erector: 


The designers of the world's first off-shore sulphur i { 
mine had to plan for the corrosive effects of salt air, 

high humidity, sulphur fumes and occasional hurri- Bond 
canes. That’s why buildings of this man-made island BUILDING PRODUCTS 
were made of Gold Bond Corrugated "400". It shrugs 
off harmful chemical fumes, salt air and moisture, and 
it will not rot or burn. Always specify Gold Bond® 


a step ahead 


Corrugated “400” when your buildings must resist rot, of tom Orrow 
fumes and moisture. They go up fast and need little 

or no maintenance. Write Dept. AR-1060 for complete 

technical literature. 


NATIONAL GYPSUM COMPANY, BUFFALO 13, NEW YORK 


ARMCO STEELS / for architecture 


New steels are 
a 


born at 


Give your structures 
the timeless, 
economical beauty 
of stainless steel 
building products 
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Тһе durable, dignified beauty and economy of mainten- 
ance-free Armco Stainless Steels are available in a wide 
variety of building products. If you haven't checked 
lately, you may be surprised not only at the great num- 
ber of stainless steel products now being produced, but 
also at their low cost. While most stainless items still 
cost slightly more than those made of less durable 
materials, the differential is small and easily outweighed 
by stainless steel's unexcelled durability and exception- 
ally low maintenance expense. 

Let us send you useful information on building 
products made of Armco Stainless Steel as well as data 
to help you make the most effective use of stainless 
in architecture. Just write us or fill out and mail the 


coupon. 


ARMCO STEEL 


Armco Division • Sheffield Division * The National Supply Company • Armco Drainage & 
Metal Products, Inc. * The Armco International Corporation * Union Wire Rope Corporation 


ARMCO STEEL CORPORATION 
2880 Curtis Street, Middletown, Ohio. 


send 


L]the names of manufacturers of the following stainless 
steel building products: 


Па copy of your manual “Armco Stainless Steels/for 
architecture." 
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THE REAL TRUTH about SAVING CLIENT MONEY! 


"It costs the taxpayer almost as much 
each year to run school buildings as 
it does to acquire them ... upkeep 
costs have been largely taken for 
granted... А ten percent reduction 
in these costs is almost as important 
to the taxpayer as a ten percent re- 
duction in the cost of the building." 


From a study made for the New York Dept. 
of Education by the faculty of the School of 
Architecture, Rensselaer Polytechnic Institute, 


Read Hillyard's new Study of actual 
case histories for the answers to 
economy of floor maintenance. These 
case histories explain why it is so 
important for the Architect to 


1. Start floors right by specifying initial 
treatment: 


. Follow up by specifying proper main- 
tenance. 


3 FREE Hillyard Services for every job: 
1. Complete draft specifications for original treatment. 
2. Complete Maintenance Manuals you can give your client. 


3. Job Captain Service of the Hillyard ‘‘Maintaineer®’’, 
the floor care expert who is 


"Оп Youn Staff, Not Your Payroll” 


zo 


Contrary to opinion of all too many 
building owners,there is no economy 
in “cheap” floor maintenance prod- 
ucts. Pennies saved here mean dol- 
lars lost in higher labor expense for 
floor re-treatment and maintenance 
-апа, perhaps, permanent damage 
to expensive flooring. 


If, without your guidance, the client 
guesses and guesses wrong, he will 
be the loser. So will your building. 
Write today for your Free copy of 
“A Study of Economies”. 
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THE BEST PROTECTION FOR YOUR FLOORS IS THE BIGGEST SAVING FOR YOUR CLIENT 


IN M sweer М 
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Passaic N. J. ST. JOSEPH, MO. бап Jose, Calif. 


Dept. A-2 


You'll Both be Ahead 
with 


Branches and Warehouse Stocks in Principal Cities 


ПУТ 
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Recently an independent research organization asked architects: “What brand of 
flush veneered doors is your first choice preference?" More than twice as many chose 
Roddis than the next leading brand! Why this great vote of confidence? 

'These architects know the Roddis name represents a standard of quality and 
craftsmanship unmatched in the industry. A standard maintained through more 
than 60 years of manufacturing and design leadership. 

Today, more and more architects are specifying Roddis Doors. In the nation’s 
colleges and institutions, for example. Building committees and administrators are 
vitally concerned that their new buildings be built of quality products for greatest 
long-run economy. They insist on doors that will assure proper function, low mainte- 
nance and safety, for decades to come. 

Roddis now offers the most complete wood door line wholly designed and pro- 
duced by a single manufacturer. May we send you our latest brochure? Write to: 


Roddis Plywood Corporation, Marshfield, Wisconsin 
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Noise criteria curves demon- environ- m ЖАЙ Ask to hear it: new Barber-Colman 
strate permissible sound levels. ment. қ slide film, ‘‘Making Sound Behave." 
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үкен 


auditory environment ГА 


Facts about air distribution 
sound levels of importance to 
engineers and architects 


An architect skillfully uses both color and light to create 
the proper environment. A good analogy exists between 
an architect working with frequencies of light (color) and 
an engineer creating ideal air distribution specifications 
with sound... 


Until recently engineers used only the decibel level in 
selecting air distribution equipment. Today this is not 


“enough to assure comfortable environment, for sound must 


be measured»and specified not only in terms of over-all 
magnitude, but also in magnitude at different frequency 
levels. | ! 


To help you create the proper auditory environment, 
Barber-Colman has built modern sound laboratories where 
engineers break down into eight octave bands the sound 
of air passing through Uni-Flo diffusers. Тһе decibel value 
of each band then is charted for a complete range of 
capacities. 


Тһе results are twofold: data is available for comparison 
with noise criteria curves which are used for specifying 
permissible sound levels in different frequency bands; 
scientifically proved performance data is provided for cor- 
rect selection of air distribution equipment. 


Ask for literature and be sure to see — and hear — Barber- 
Colman's new slide film, *Making Sound Behave." 


BARBER-COLMAN COMPANY 


Dept. J, 1104 Rock Street, Rockford, Illinois 


BARBER 
COLMAN 
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After fabrication, roof trusses were 
raised into position by a mobile crane 
and securely welded in place in a mat- 
ter of minutes. Smaller panels were 
light enough to be carried and erected 
without handling equipment. 


Architect tells why 


he selected Penmetal structural framing 
for Methodist Country House 


METHODIST COUNTRY HOUSE 
Wilmington, Delaware 


ARCHITECTS: 

Dollar, Bonner, Blake and Manning 
STRUCTURAL ENGINEER: 

1. H. Doane Associates, Inc. 
GENERAL CONTRACTOR: 
Haddock Construction Co. 

STEEL ERECTION: 

Delaware Steel Service, Inc. 


OF QUALITY 


а name to remember 


РМ-251 
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According to the architectural firm 
of Dollar, Bonner, Blake and Man- 
ning, "The reasons for our choice 
were numerous, but the most impor- 
tant were that the light steel would 
provide a lightweight incombustible 
frame and that the nailable feature 
of the members would provide a 
simple means of attaching other 
materials. 

“We were also convinced that 
light-steel framing was no more ex- 
pensive than other types of construc- 
tion, and that proper panelization 
would result in a rapid rate of prog- 


ress in erection, The latter two points 
were subsequently proven to be cor- 
rect by the results achieved in this 
project." 

The structure of Methodist Coun- 
try House combines a minimum of 
heavy steel with extensive use of 
Penmetal framing. Interior walls 
are plaster over Penmetal rib lath, 
which was nailed to double studs. 
Roof trusses were fabricated from 
10", 15-gage and 6", 16-gage joists. 

Write for details of this versatile 
framing system. Ask for a copy of 
catalog 55-33. 


PENN METAL COMPANY, INC. 
Structural Framing Sales Office: P.O. Box 1460, Parkersburg, W. Va. 
Executive Offices: 40 Central St., Boston 9, Mass. 

Plant: Parkersburg, W. Va. 


District Sales Offices: Boston, New York, Philadelphia, Pittsburgh, Chicago, Detroit, Dallas, 
Little Rock, Seattle, San Francisco, Los Angeles, Parkersburg, St. Lovis 


IHE 
WRIGHT 
LEGACY 

EVALUATED 


Since Frank Lloyd Wright died last year, millions of words have been written about 
him, familiar anthologies of his writings have reappeared in paperback, industrious 
editors continue to rearrange his writings into new anthologies, and along with the 
millions of words are thousands of pictures, photographs and plans culled from all 
the books and monographs that have gone before. This is as it should be. Wright was a 
great inventive genius and he brought an awareness of architecture to many who 
would never have known it existed. To evaluate Wright's seven decades of creative life 
is to commemorate him, but how to begin? Try to catch him. He still eludes us in 
spite of the tons of print and pictures. Perhaps the books show us too few pictures of 
too many buildings. In the thirty-three pages which follow Frederick Gutheim's in- 
troduction to this Wright portfolio, ten major works of Wright are shown, not briefly 
but in detail. They were selected by Gutheim because each represents a major period 
of Wright's singular, original and creative development. 
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THE WRIGHT 
LEGACY 
EVALUATED 


Introduction by Frederick Gutheim Тһе mystery of the creative process in architecture, 
as in all art, having always defied critical explana- 
tion, it is hardly to be wondered that there are a 
large number of ways to misunderstand the archi- 
tecture of Frank Lloyd Wright. Not a few of these 
have been offered by the architect himself. In his 
writings and preachments, however, he has been 
concerned mainly to tell us what he wanted his ar- 
chitecture to do, not how he went about doing it. 

What marks a successful artist, however, is his 
ability to get it on paper, canvas or stone, or, in the 
case of architecture, to get it built. Without that we 
have no way of knowing the true artist from the 
dreamer. That is why architectural theory, while in- 
teresting, cannot be conclusive. 

So it is that, with all the speculation, in the end 
we turn to Wright as the man with the passion to 
build, the architect whose uniquely long career of 
seven decades is best thought of as the enunciation 
and development of a series of concepts of structure 
and the appropriate, correct and imaginative use of 
materials, created and elaborated to articulate a par- 
ticular set of ideas. 

My first contact with Wright, and the one that 
naturally left the deepest subjective impression, was 
in 1928 when his affairs were at their lowest ebb 
and the specific demands of active practice were neg- 
ligible. It was at precisely this juncture that he was 
most inquisitively active in the sources of design. I 
imagine it must have been so during earlier periods. 
of professional inactivity. His studio was filled with 

large-format German photographic albums of plant 
8. С: Johnson and forms, many of them microscopic ; with photographs 
Son, Inc., Admin. жиен ы А Я 
Bonding Reine. and books on the buildings of prehistoric America, 
Wis. 1936-1939 Tibet and other exotic architectures; and, as always, 
with his own earlier buildings and especially proj- 
ects that appeared to have particular relevance. 

There was never a question in my mind what he 
was doing with all this food for the imagination. He 
was ruminating on it, searching for concepts of 
structure in nature, in earlier architectures, in his. 
own work, that would fit his ideas. It was that ex- 
ercise many architects call “research”, thereby to. 
baffle their more proper academic colleagues. 

Two aspects of this process should be mentioned. 
Wright always began with an idea of what purpose 
he wanted the structure to serve, and it was nearly 
always a quite subjective and architectural purpose. 
He wanted a house to seem sheltering, or a concrete 
structure to appear light and spacious. These are 
poetic reasons. Beyond purpose, Wright was inter- 
ested in exploring the properties of new building ma- 
terials and qualifying them, so to speak, as the ma- 
terials of architecture. 


Kaufmann House, 
Bear Run, Pa. 1936 


Hedrich-Blessing 


$ 
48 Imperial Hotel, Tokyo, Japan. 1916-1922 


His approach to structure, therefore, was one of 
making it do his bidding, and to do that he had to 
plumb its secrets. The process was one of discovery 
rather than invention, as I saw it. His engineering 
was *sound"—if you want to think of it in those 
terms—but it was essentially intuitive and imagina- 
tive. And as so often turns out to be the case, such 
engineering may start by being beyond conven- 
tional calculations, but test high on any pragmatic 
basis. All the famous Wright stories illustrate this: 
the Imperial Hotel's ability to survive the earth- 
quake, the *"dendriform" columns of the Johnson 
Wax Administration Building, or the cantilever of 
"Falling Waters" from which the architect and cli- 
ent themselves had to remove the scaffolding when 
the workmen "knew" it would collapse. 

While much of Wright's early architecture shows 
an understandable interest in mastering the con- 
temporary idiom, or a desire to conform to the stand- 
ards of the Adler and Sullivan office, the first 
break-away showed the unmistakable structural prin- 
ciple at work. This illustration was the windmill and 
watertower erected in 1896 in Wisconsin. The en- 
gineering was organic. As Russell Hitchcock writes, 
“Тһе bracing floors every ten feet within the loz- 
enge were like the braced articulation of a hollow 
plant stem, so that the tower was in a real sense like 
a product of nature." 

The wooden houses of the prairie style are Wright's 
first major exercise in the development of structural 
form. From their beginning in the two “idea houses" 
drawn for the Ladies Home Journal in 1900 and 
1901, particularly the latter, and their initial reali- 
zation in the Ward W. Willitts house in 1902, the 
prairie house theme was carried to its ultimate ful- 
fillment in the celebrated and familiar Robie House 
of 1908. In that long series of residences we see 
Wright struggling to make the structure convey the 
idea of the house. As soon as the building type had 
received its definitive expression in plan, that is, when 
he had resolved the issue of the kind of life to be 
lived in the house, Wright's major concern was not 
with the details but to squeeze everything he could 
from the basic form itself. Therefore, in these wood- 
and-plaster or masonry houses, the base became a 
more significant element, an anchor to the site. The 
silhouette was brought lower and the hip roof flat- 
tened. The central masonry core of the house was 
strengthened and emphasized with hearth and chim- 
ney, banks of windows alternate with continuous 
walls. But literally above everything else, it was the 
hovering contilevered roofs, and the deep shadows 
thrown by their bold projections, that gave the 
prairie houses their special character. 


Frederick C. Robie House, Chicago, Ill. 1909 


Lane 


Misses Lloyd Jones windmill, 
Hillside, Spring Green, Wis. 1896 


Two projects for Curtis Publishing Co. 1900. 
Top: “A Home in a Prairie Town” from 
Ladies Home Journal, February, 1901. 
Bottom: “A Small House with Lots of Room 
in It” from Ladies Home Journal, June, 1901 


Ground floor plan, 
Willitts House 


Ward W. Willitts House, Highland Park, ПІ. 1902 


V 
Chicago Architectural Photo Со 
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Unity Church, Oak Park, ПІ. 1906 


Avery Coonley Playhouse, Riverside, Ill. 1912 
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Poured concrete detail. Midway Gardens, Chicago 
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Wright's long awareness of concrete as a build- 
ing material (dating from his student days at the 
University of Wisconsin engineering school) and 
such projects as the Yahara Boat Club and (pre- 
sumably) the exhibition pavilion for Universal Port- 
land Cement in the Buffalo exposition of 1901, were 
distant anticipations of his first mature statement 
of these potentialities of concrete construction in the 
Oak Park Unity Church of 1906. The handling of the 
material itself represented little difficulty. One sees 
from the beginning that Wright was proceeding 
along different lines from Auguste Perret. His en- 
deavor was to resolve the massive qualities of the 
material, and to develop a lighter, more spacious, 
and complex series of volumes. With all their great 
simplicity and regularity in plan, such buildings as 
Unity Church or the Avery Coonley Playhouse 
(1912) became exercises in abstract design. The en- 
richment of these forms by the development of the 
concrete itself was the next obvious step. Again, her- 
alded in some earlier buildings, this creative direc- 
tion led to the Midway Gardens (1914) and the 
Imperial Hotel (1916). 

The poured concrete architecture of Unity Church, 
an achievement described by Wright in one of 
the most memorable passages of “Ап Autobiogra- 
phy," is truly a monument. It presents a monolithic 
facade, the concrete brought to life and given tex- 
ture by exposing the pebble aggregate. The exterior 
of the building offers a large-scale abstract compo- 
sition in light and shadow, enlivened as in all the 
architect's buildings by carefully designed planting. 
High up, under the overhanging roof slabs, the con- 
crete piers are decorated. The interior is splendidly 
illuminated and enriched with abstract decoration 
whose forms clearly derive from the structure itself. 

Poured concrete so fully enunciated as structure 
in Unity Church appears in different roles in Mid- 
way Gardens and the Imperial Hotel. Midway Gar- 
dens is essentially а concrete building, in which the 
material receives decorative modelling and actually 
flowers into abstract decoration and sculpture, its 
plastic character made still more positive by the 
contrasting panels of brick. The use of patterned 
concrete block foreshadows not only the sculptured 
volcanic stone of the Imperial Hotel but more par- 
tieularly the California textile block houses of the 
next decade. 

Wright's enthusiasm for concrete as a material 
for fine architecture came to its logical climax in 
the series of California houses that began with the 
Barnsdall house of 1920, and are best expressed in 
the much smaller Millard House, built three years 
later in Pasadena. As distinguished from the poured 


Тһе Wright Legacy Evaluated 


Imperial Hotel, Tokyo, Japan, 1916-1922 

concrete buildings that preceded them, the Millard ; l i 
house brought to its full expression what Wright 5. ; 
called “textile block construction"—a system іп = 
which the structure of concrete block and the inte- 
grated system of decoration were fused. There hangs 
in the principal exhibition room of Taliesin North a 
holograph “conception drawing" of the Millard 
House that exhibits Frank Lloyd Wright’s matchless 
architectural gift at its clearest and best. See page 
030. It is the gift of total conception. In a single 
drawing, the work of several hours, Wright conveys 
everything needed to build this new and revolution- 
ary kind of house. Again, it is the structure which 
fascinates, and which, having been resolved, gives 
the key to the detailing and decoration. The exterior 
of the house conveys with a force equal to Unity 
Church the thickness and solidity of its concrete 
walls. But the interior shows the concrete, perforat- 
ed, as a screen, through which light reaches the 
darkened interior in a mysterious pattern. 

The reinforced concrete structure of the Imperial 
Hotel is almost wholly covered by brick and lava 
stone, or in the form of concrete “pins” lies buried 
in the famous earthquake-resistant foundations “Hollyhock House”, 
which support walls and piers, yet from a structural ; 6; Los Angeles, Cal. 1920 
point of view this is in actuality a poured concrete 
building. Like all of Wright's major works, it echoed 
much in earlier buildings, but still more heralded 
suggestions for future development. 

Beginning with the Press building in San Fran- 
cisco іп 1912, Wright commenced an endless flirtation 
with that most American form, the urban skyscrap- 
er. Reaching its first climax in 1924, when he enun- 
ciated the glass-and-metal curtain wall in the pro- 
jected National Life Insurance Company building in 
Chicago, the structural system was finally perfected 
in the drawings of a housing development, St. 
Marks-in-the-Bouwerie (1929) and ultimately real- 5 
ized іп the Price Tower (1956), Bartlesville, Okla- ne idis o i 
homa. A paradox for the architect and ruralist who Mallard Han, Баңайешу Cas APR 
frequently predicted “the disappearing city”, his 
skyscraper projects tested the credulity of his ad- 
mirers with the 'mile-high" Chicago skyscraper of 
1956. But this was simply an extension of the basic 
structural principle of the mast, the cantilevered 
floors, and especially the curtain wall, used by Wright 
in all of his tall buildings, and today, of course, like 
so many of his innovations, a commonplace of our 
architecture, although seldom expressed with the au- 
thority of its originator. 

In the 1930’s and 1940’s Wright’s major preoccu- 
pations included the founding of the Taliesin Fel- 
lowship, the development of Broadacre city and oth- 
er unfulfilled projects, the design and construction 


Martin 
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of Florida Southern University, and the Usonian 
houses. An examination of the work of this period 
in structural terms allows us to take a fresh look 
at the strangely scale-less Richard Lloyd Jones house 
of 1929, or the romantic and celebrated Falling Wa- 
ters at Bear Run, Pa., built in 1936 and probably 
the most interesting of all Wright's houses. 

Тһе concluding period of the architect's work was 
given over to the exploration of curved forms, in- 
cluding those which were elliptical, parabolic or spi- 
ral. These begin with the projected Sugarloaf Moun- 
tain, Maryland, spiral *automobile objective" of 1925 
and culminate, of course, in the ramped spiral Gug- 
genheim Museum, designed at the end of the war and 
completed finally in the year of the architect's death, 
Project: Press Building, xis ; 1959. They include a number of houses, апа an im- 
San Francisco, Cal. 1920 ~ iF a ar. pressive array of projects, many of which are now 
being executed by the Taliesin Fellowship Associates, 
who arecontinuing Wright's practice. 

In each of these distinct phases we find the discov- 
ery, perfection and development of an independent 
Structural concept. Each has its intuitive basis in 
organic life—the world of nature that was one of the 
prime sources of Wright's inspiration. There are rec- 
ognizable linkages and continuities between the var- 
ious individual structural forms. Each is erected in- 
to a complete system of design, with its inevitable 
impact and conditioning of the plan, in which de- 
tailing follows structure, and decoration finds its ra- 
tionale and theme from its part in the basic design. 
Organic in this interdependent sense, as well as in its 
more literal inspiration from nature, it is in this 
that the larger harmonies of Wright's architecture 
are founded. 

The reform toward which Frank Lloyd Wright 
worked in American life was part of a larger cul- 
tural movement toward the servantless house, the two 
generation family, and domestic informality. He was 
a powerful element in this movement, but neither its 
originator nor its exclusive figure. The strongly mor- 
al viewpoint which he projected, with its roots in his 
early religious and educational training, had many 
counterparts in the art movements generated by Rus- 
kin and Morris, and a specific influence in Sullivan; 
so here again Wright must be regarded as unique 
only in that he maintained this posture in an age 
when only the force of his own personality kept it 
from seeming the anachronism it was. The exotic 
elements in his art—Japanese, Mayan and others— 
and his response to the abstract designs of his Froe- 
bel kindergarten training, had many parallels in the 
art history of the period which saw the dawn of 
modern architecture. So did much of Wright's in- 
terest in nature. 


Project: National Life Insurance Co. Skyscraper, Chicago, Ill. 1924 
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What is original іп Wright's architecture is his 
ability to take this raw material of art, together 
with the resources of industrialized building, and 
erect them into a series of structural forms from 
which American architecture can draw continued 
inspiration. 

For many years a familiar point of critical opin- 
ion was whether Wright's architecture could have 
continuity in the work of others, or only imitators. 
This doubt continued to be expressed in spite of the 
outstanding influence he had exerted. It was the ma- 
jor question raised when the Taliesin Fellowship was 
established as an avowed educational institution, ra- 
tionalizing the apprenticeship system of the earlier 
Wright studio. Common sense would tell any archi- 
tect that romantic individualism as it is commonly 
regarded is not a sufficient principle upon which to 
organize and direct an architectural office of fifty 
or more employees, to produce designs and working 
drawings for huge and complicated structures, or to 
operate an educational institution whose success has 
been tested by the work of its graduates. Anyone 
who has seen Wright work over the drawings of his 
assistants, correcting and developing them, and in- 
dicating their further development, or who has ex- 
amined the drawings contained in his posthumous 
collection, will recognize that discipline and princi- 
ple are at work, and see that structure is the organ- 
izational basis. 

Now is the time to take a fresh look at Wright’s 
contribution to our architecture, one that sets aside 
older views rooted in prejudice or personalities. 
When that more detailed examination has been 
made, it will reveal, I am sure, that Wright's deci- 
sive leadership lies in his development of structural 
form. Increasingly we can see that the architectural 
progress of Wright's period was in the assimilation 
of new materials and building technology, and the 
efforts of the architect both to direct and control 
these innovations and to organize them into a struc- 
tural program which he could command. Wright 
never turned his back on progress, but when faced 
with the choice of using a manufactured product 
that fell short of his design standards, he never hesi- 
tated to reject it even when the alternative was the 
expensive and difficult one of designing and building 
а substitute himself. The innovations which resulted 
have received considerable recognition—and they 
range from the wall-hung water-closet to the aboli- 
tion of the dining room—but the important result 
was the development of a kind of building in which 
the architect remained the responsible creator. For 
this his lesser contemporaries hated him; but for 
this a new generation of architects, whose very pro- 
fession he saved, can honor him. 


Guggenheim Museum, New York City, 1956-1959 
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Project: St. Mark's Tower, 
New York City, 1929 


Price Tower, 
Bartlesville, Oklahoma, 
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Project: The Mile-High Illinois, E2 Chicago, Ill. 1956. Plan 


б ақылы 
Richard Lloyd Jon 
Tulsa, Okla. 1929 


George Cserna 


153 


jee 


2 4 
ТІНІН 


1953 


es House, 


ys 


жаға ү 


Тһе Wright Legacy Evaluated 


WRIGHT'S This two story wood and plaster house embodies the 

principal characteristics of Wright’s influential 

FAVORITE prairie house style, and includes features in the best 

of our present day houses as well. Wright demol- 

PRAIRIE HOUSE ished the room as a self-contained box. Walls became 

Screens. Attics vanished. In the Coonley house spatial 

elements flow into each other in a generously spread 

Тһе Coonley House of 1908 is one of the out cross axial system. A massive central chimney 
best prairie houses by Wright which have forms the core of the plan. The house is built without 

h elped shap e American domestic architecture 2 basement on a concrete platform at ground level, 


: their баны Бф 3 its lines low and horizontal, its roof broad and shel- 
SIG RELY SEC SP PCa ree BIST cee ақты tering. Wright opposed the double-hung or “guillo- 


tine" window as he called it as much for itself as for 

its random use, “like holes punched in a box", in the 

houses of his day. As in the Coonley House he fav- 

ored casement windows grouped in horizontal strips 

under the eaves to preserve the continuity of the 

wall surface below. The living, dining and bedrooms 

are on the second floor, allowing the landscape to be 

viewed from a slight eminence. Decoration is derived 

Leaded glass details for casement windows from the same total geometric order Wright imposed 
Drawings courtesy Verlag Wasmuth, ON the house. He designed the patterned tile on the 

Ausgefiihrte Bauten und Entwiirfe von Frank Lloyd Wright (Berlin, 1910). facade, the furniture, fixtures, fabrics, rugs and hang- 


Most of Wasmuth drawings were the work of Marian Mahony, 


Wright's leading assistant in the Oak Park years 1065 аз well as the ornamental glass in the casements. 


Chicago Architectural Photo Co. 


Jay W. Вахітезѕет 


Drawings courtesy Verlag Wasmuth, 
ГА 


ү 
же” mA е 
| дан A 
айы. E 

я [7 

{| E 
| 5 е Т 

| В 


Ausgeführte Bauten und Entwürfe von Frank Lloyd Wright (Berlin, 1910) 


156 ARCHITECTURAL RECORD October 1960 


Тһе Wright Legacy Evaluated 


EARLY PROTEST The critic Russell Sturgis appraising the Larkin 


Building in the April 1908 issue of ARCHITECTURAL 
AGAINST TRADITIONAL FORMS весов and trying to be fair about a building the 
lines and masses of which he deemed “а monster of 
awkwardness", wrote as follows: “Admitting, then, 


% The Larkin Building built in Buffalo that the chase of the Neo-Classic, of the Gothic, of 
% іп 1904 was the first commercial the French Romanesque, has come to nothing, that 
М, monument іп the United States ^ we аге ав far as we were іп 1850 from a living style 

if i NN to dispense with historical style. of architecture, and even from anything which is 

3 шы worthy to be called architecture at all, when a large 


mass of the work of the period is taken together, we 
shall find that the building we are considering puts 
on a new aspect." Further on, Sturgis writes: “Тһе 
designer . . . has determined that the square corn- 
er, the right angle, the straight edge, the sharp arris, 
the firm vertical and horizontal lines, unbroken, un- 
modified, uncompromising in their geometrical pre- 
cision . . . that these and these only shall be the 
features of his building." Wright in his Awuiobio- 
graphy called the building: “. . . a simple cliff of 
brick hermetically sealed (one of the first ‘air con- 
ditioned' buildings in the country) to keep the inter- 
ior space clear of the poisonous gases in the smoke 
from the New York Central trains . . . in terms of 
the straight line and flat plane . . . (it) was a genu- 
ine expression of power directly applied to pur- 
pose, in the same sense that the ocean liner, plane 
ог car is so . . . the stair towers (were) free of the 
Pencil study by Wright of ornament later removed central block, not only as independent stair towers 
but also as air intakes for the ventilating system". 
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In photograph at top left, note early use of plate glass en- 
trance doors set in flat metal frames. A sheet of water form- 


' erly fell into the pool in the foreground. Wright designed all 


furniture, files and fixtures of steel and magnesite either built 
in place or moveable. Said he in the Autobiography: “Ата I 
made many new inventions. The hanging water closet parti- 
tion, the long automatic multiple chair desk, the wall-water- 
closet, were only several among them. All were intended to 
simplify cleaning and make operation easy. The dignified top- 
lighted interior created the effect of one great official family 
at work in day-lit, clean and airy quarters . . . The top story 
was a restaurant and conservatory, the ferns and flowers 
seen from the court below." 


Pencil study by Wright 


Тһе Wright Legacy Evaluated: Larkin Building 


Plans courtesy Verlag Was- 
muth, Ausgeführte Bauten und 
Entwürfe von Frank Lloyd 
Wright (Berlin, 1910) 
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“ТНЕ FIRST CONCRETE 
MONOLITH IN THE WORLD" 


So Wright called 
his Unity Church of 1906. 


Drawing courtesy Verlag Wasmuth, Ausgefiihrte Bauten und Entwiirfe 
von Frank Lloyd Wright (Berlin, 1910) 


TELE 


Concrete without steel reinforcement had been used 
since the 1870's and was called “poured stone". Not 
considered a proper finish material, reinforced con- 
crete made its first significant appearance in heavy 
Beaux Arts disguise in the Ingalls Building at Cin- 
cinnati and was described in full technical detail 
in the ARCHITECTURAL RECORD of June 1904. 
Perhaps influenced by the Ingalls building, Wright 
used reinforced concrete in the “E-Z” Stove and 
Shoe Polish plant built in 1905 on Chicago's west 
side, but covered it with brick veneer. The sharply 
defined geometry of the Larkin building and the 
prairie houses indicate that Wright was already 
working in a stylistic manner which could easily 
have taken shape in concrete. His continuing interest 
in the realization of the intrinsic potential of ma- 
terials naturally led him to a building whch was de- 
signed for the wooden forms into which concrete is 
poured and which expresses this mode of construc- 
tion. Only Perret's famous concrete apartment house 
built in Paris in 1908, and Garnier's project for an 
industrial city of concrete exhibited in 1904, predate 
Unity Church, and not by very long. 


Chicago Architectural Photo Co. 
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Bill Engdahl, Hedrich-Blessing 
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Bill Engdahl, Hedrich-Blessing 
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The Wright Legacy Evaluated: Unity Church The best account of Unity Church is given by Wright himself 
in his Autobiography. “Тһе first idea was to keep a noble room 


for worship in mind, and let that sense of the great room 
shape the whole edifice. Let the room inside be the architecture 
outside. What shape? Well, the answer lay in the material. 
There was only one material to choose—as the church funds 
were $45,000—to 'church' 400 people in 1906. Concrete was 
cheap. Why not make the wooden boxes or forms so that the 
concrete could be cast in them as separate blocks and masses, 
these grouped about an interior space in some such way as to 
preserve this sense of the interior space, the great room, in 

e: the appearance of the whole building? And the block masses 
may be left to themselves with no facing at all? That would 
be cheap and permanent and not ugly either . . . What roof? 
The reinforced slab .. . The wooden forms or molds. . 
were always the chief item of expense, so to repeat the use of 
a single form as often as possible was necessary. Therefore а 
building, all four sides alike . . . This, reduced to simplest 
terms, meant a building square in plan. That would make their 
temple a cube—a noble form in masonry. The slab too belonged 
to the cube by nature. “Стедо simplicitatem'. That form is the 
most imaginative and happy that is most radiant with the 
aura or overtone of super-form." 
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Pencil study by Wright 
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Chicago Architectural Photo Co. 


John Szarkowski 


Тһе Wright Legacy Evaluated: Zion City 


The lovely scheme below, a Christian Catholic Church designed 
for Zion City and never built, has no exact date but is believed 
to have been planned about 1915. These drawings are rarely 
seen. The project has been included here because of its con- 
ceptual relationship to Unity Church, and because of a simi- 
larity in facade to the central element of the Midway Gardens 
of 1914 shown on the following page 
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WRIGHT'S LESSON 
IN ORNAMENT 


In Chicago’s}Midway Gardens of 1914, 
Wright’s ornament had a new richness and 
exuberance suitable to a building for 

outdoor concerts, dance recitals by 

Pavlova, and dining and dancing both indoors 
and out. Like it or not, Wright's 
decoration shared the increasingly abstract 
quality of his architecture 

and was integral to it. 


Chicago Architectural Photo Co. 


Said Wright іп the Architects’ Journal, August, 
1936: “. . . in the Midway Gardens . . . I tried to 
complete the synthesis: planting, furnishings, music, 
painting, and sculpture, all to be one. But I found 
musicians, painters and sculptors were unable to 
rise at that time to any such synthesis. Only in a 
grudging and dim way did most of them even under- 
stand it as an idea. So I made the designs for all to 
harmonize with the architecture; crude as any 
sketch is crude, incomplete as to execution, but in ef- 
fect sufficiently complete to show the immense im- 
portance of any such attempt on any architects part 
and show, indeed, that only so does architecture com- 
pletely live. A new ideal of ornamentation had by 
now arrived that wiped out all ornament unless it 
too was an integral feature of the whole . . . This 
matter of integral ornament is the rock upon which 
a later generation of young architects splits and 
wisely decides to let it alone for the time being." 
And again in his Autobiography: “. . . integral or- 
nament is the developed sense of the building as a 
whole, or the manifest abstract pattern of structure 
itself. Interpreted. Integral ornament is . . . struc- 
ture-pattern made visibly articulate . . . as it is 
seen articulate in the structure of the trees or a lily 
of the fields." 
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Chicago Architectural Photo Co. 
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Тһе Wright Legacy Evaluated: Midway Gardens 
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Built of brick and textured concrete blocks, solidly, 
for eternity, Midway Gardens presented difficulties 
for its wreckers, called in soon after Prohibition 
brought financial failure to destroy Wright's last 
great work in Chicago. The trellises shown in the 
photograph below were not finished. They were in- 
tended to be covered with vines and flowers. The 
great masts were called “electric needles" by 
Wright and were perforated metal rods wired to re- 
ceive electric bulbs. Of the poured concrete statues 
Henry-Russell Hitchcock writes in his book In the 
Nature of Materials: “But the remarkable thing is 
that these Cubist figures, like the finer non-objective 
murals inside, are not derivative from European 
? work, but rather almost exactly contemporary paral- 
i lels to the work of the most advanced French and 
Н German painters апа sculptors." 


- 


Pencil study by Wright. Cast sculpture by 
Alfonso Ianelli executed from designs by Wright 
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Interior of the Winter Garden, symmetrical along both axes 
(see drawings on page 167) and although much lower, similar 
to the Larkin Building in the majestic handling of interior 
volume. The human figures called “sprites” were designed by 
Wright and cast in plaster by Alfonso Ianelli. Of them Wright 
said in his Autobiography: “Тһе lovely human figure might 
come in only to respect the architecture, dominated by a proper 
sense of the whole. The human figure should be there but 
humbly, to heighten the whole effect." Mural decorated cigar 
counter. Suspended chandeliers and other ornament derive 
from the Froebel “gifts,” the geometric toys with which 
Wright played as a child. Chairs in drawing were not exe- 
cuted for Midway Gardens, but appear in the Imperial Hotel 
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“BUILDING AGAINST DOOMSDAY” 
WRIGHT INVENTED 
EARTHQUAKE PROOF STRUCTURE 
BASED UPON A FLEXIBLE 
CANTILEVER SYSTEM 


The Imperial Hotel, begun in 1915, 

was in construction seven years. 

Wright was proud of its integrated structure. 
Its flexible cantilever construction 

is here described by Louis Sullivan 

in an excerpt from 

the ARCHITECTURAL RECORD of April 1923. 


“Construction is based upon the reinforced concrete 
slab idea . . . а flexible resistance to earthquakes 
developing shocks, undulations, oscillations, and 
twists in action. The entire structure rests upon a 
layer of spongy soil, beneath which is found mud of 
undetermined depth. Short concrete piles are in- 
serted in the upper layers where required, and as 
numerous as required, capped by reinforced concrete 
slabs which receive their direct loads at calculated 
points. The entire structure thus rests upon a flexi- 
ble foundation which is free to yield to the mutation 
of earthquake disturbance and come back to place 
again. By a system of steel rods, the masonry super- 
structure is knitted together to render it yielding but 
resilient. The slabs are as tenaciously yet flexibly 
adjusted to the vertical supports and where occasion 
requires, the slab system merges from that of lintel 
into that of cantilever. There is here so general a 
use of this latter method, on account of its adapta- 
bility to projecting horizontal slabs otherwise un- 
supported, and the resulting ease of creating unob- 
structed areas, that it may perhaps be described as 
in essence a reinforced-cantilever-slab-system. In 
the construction of all outer walls, wooden forms 
were dispensed with; the outer layer of specially 
notched bricks, and the inside layer of hollow bricks 
serving as such. In the cavity between, concrete filler 
was poured over vertical and horizontal rods, the 
wall thus becoming a mass into which the floor slabs 
are so solidly tied as to take on the character of can- 
tilevers, as conditions of disturbance might de- 
mand." 


Chicago Architectural Photo Co. 
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Plans show a monumental classic order imposed on a complex 
variety of spaces covering a ground area of 150,000 sq. ft. 
It has been said that Wright, if he chose, could have been the 
finest classic designer of his time. Terraces are everywhere, 
breaking down the appearance of size with the decorative in- 
terest their ornament and planting provides. Great pools were 
included for fire control as well as beauty and saved the build- 
ing from the fire aftermath which followed the earthquake of 
1923. The entire structure was designed for Japanese hand 
methods and local materials were skillfully used. The hand- 
made bricks are buff colored, the carved lava yellow green 
with brown spots, the copper turquoise. All flat roofs were 
intended to be gardens 
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Pencil studies by Wright. At left, copper soffit of beam in theater, at right 
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The Wright Legacy Evaluated: Imperial Hotel 
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Pencil study by Wright of light fixture 


Chicago Architectural Photo Co. 
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First conceptual drawing by Wright showing entire scheme 

as it grew from the concrete block as the unit of structure. 
House is located іп a deep ravine. A rough plot plan appears 

in the upper right hand corner of the drawing 


Photo at right shows rear entrance. The garden facade which 
is shown on sketch above appears on page 151 
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WRIGHT'S 
TEXTILE BLOCK SLAB 


“Та Miniatura" designed for Mrs. George 
Millard in Pasadena, Calif., in 1923, 

a great experiment with a promise 

not yet realized. 


© Ezra Stoler 
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Although the textile block process shown in the 
drawing at left was carried out in a clumsy home 
made manner in the Millard House with the blocks 
cast on the site, it could have lent itself readily to 
mass production. This block system was used in most 
of Wright’s buildings actually executed between 
1923 and 1930. Tied together with steel rods with 
air space between, the system accepted both compres- 
sion and tension and was used for both walls and 
beams. To enrich the pattern some of the blocks 
were pierced through, giving the effect of a pierced 
screen within. “La Miniatura" іп its use of concrete, 
its contained plan, and its massing of elements, re- 
sembles such early Le Corbusier projects as the Ci- 
trohan House of 1922. Hitchcock in his book In the 
Nature of Materials points out an important differ- 
ence: “. . . this house, because of its special con- 
struction, because of the textured surface of its ce- 
ment blocks, above all perhaps because it has a 
definite solidity and is not dependent on linear ab- 
stractions and paper-like planes, but on material of 
а definite thickness and certain intrinsic visual qual- 
ities, is as beautiful a work of architecture as it ever 
was. Most of the early "international" houses, un- 
fortunately are today shabby and cracked, and seem 
poverty stricken and barren unless one studies them 
in renderings in which their abstract qualities are 
clearest or in the best of contemporary photo- 
graphs." 
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ONLY WRIGHT COULD The Johnson Wax Laboratory Tower with its "tap 


root" core from which the floors are cantilevered, is 

MAKE A “TREE”, OR A “TAP ROOT” а natural descendant of Wright’s first “tree,” the 

St. Mark’s Tower Project of 1929 with floors simi- 

OR A *LILY PAD" larly cantilevered from a central mast. All labora- 

tory space opens off this core which contains the ele- 

His chance came in the Johnson vator, stairs and the duct system. The wall is a glass 

Wax Administration’ Pui ding of 1936-39 shell made of glass tubes affixed to each alternate 

: ^ floor slab. The dendriform or “lily pad" columns 

and the Johnson Tower of 1950. shown in the photograph at left and the drawing 

below were first used in the Johnson Wax Adminis- 

tration Building. They support only themselves, 

their great spreading circular capitals form the solid 

parts of the roof. Small at the base, they rest in 9 in. 

bronze holders. In his Autobiography Wright de- 

scribes his Johnson Wax “lily pads" thus: “Тһе 

main feature of construction was the simple repe- 

tition of slender, hollow, dendriform shafts . . . By 

way of a natural use of steel in tension, weight in 

this building appears to lift and float in light and 

air; miraculous light dendriforms standing up 

against the sky take on integral character, plastic 

units of plastic building construction, emphasizing 
space instead of standing in the way . . ." 
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Тор: Johnson Wax Administration Building Plan. Right: 
principal interior. Below: the dendriform column in a depart- 
ment store project for the Freund Company in El Salvador. 
Below right: another projected use of the dendriform in the 
Lenkurt Electric Company project of 1956 
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Тһе Wright Legacy Evaluated: Circular Forms 


An emphasis on circular forms coupled with a Beaux Arts 
symmetry is the ordering principle in the Monona Terrace 
project, a civie center for the Lake Monona waterfront in 
Madison, Wisconsin designed by Wright in 1955, and being 
carried out by the Taliesin Architects Associated headed by 
architect Wesley Peters, formerly Wright’s chief engineer. 
The project is now in working drawing stage and includes а 
theater auditorium, а community center, and a small theater 
Е as part of а three level terrace. Boathouses and moorings are 
ل‎ on the lowest level, the top level is a great terrace with three 
large fountains representing the Sun, Moon and Earth. Inter- 
mediate level plan at left. Perspective below 
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THE FIRST SPIRAL 


The V. C. Morris Shop 

built in San Francisco in 1948 

was Wright’s first realized spiral form, 
a further development 

in his search for continuity. 


It had an ancestor, in a little known scheme of 1925 
for Gordon Strong, to crown his land at the top of 
Sugar Loaf Mountain in Maryland. Sketch below 
left is an early realization, further development is 
shown at lower right. Wright and his client Strong 
thought of the project as an “automobile objective," 
a place to drive on Sunday from either Baltimore 
or Washington with a great view and refreshments 
at the end. Edgar Kaufmann calls it a planetarium. 
Strong, unfortunately lost interest. The spiral of 
V. C. Morris is enclosed within the building which 
presents a continuous brick facade to the street bro- 
ken only by a great round Richardsonian entrance 
arch. No chance to design with the circle has been 
missed. Note ceiling in photo at right. 


Pencil studies by Frank Lloyd Wright 


The Wright Legacy Evaluated: Spiral Forms 


Maynard Parker 
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Тһе Wright Legacy Evaluated: Spiral Forms 


A SPIRAL FREE Built in 1952 near Phoenix, Arizona, it is made of 


concrete block. This house seems very strange indeed 
OF ENCLOSING WALLS unless viewed as part of Wright's late struggle to 
achieve even greater plastic continuity. As in the 
prairie houses the principal rooms are on the second 
In house for son David, Wright floor allowing the landscape to be enjoyed from the 
makes a bolder use of form ‘mall height Wright thought proper for viewing 
from a house. The living and sleeping areas are 
reached by means of a gently sloping ramp lined 
with flowering plants. The spiral encloses а garden 
within it, a rich contrast to the open desert beyond 
its exterior curve. 


Тһе Wright Legacy Evaluated: Spiral Forms 


THE LAST SPIRAL 


© Ezra Stoller 


Although perhaps it never should have been a mu- 
seum, the Guggenheim is the culmination of 
Wright’s struggle for a timeless continuity. In 1908, 
in the first of the series of articles for ARCHITEC- 
TURAL RECORD called In the Cause of Architecture 
Wright made this prophesy for his future: “Тһе 
work shall grow more truly simple; more expressive 
with fewer lines, fewer forms; more articulate with 
less labor; more plastic; more fluent, although more 
coherent; more organic.” 
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Hedrich-Blessing photos 


Executive Office Building 
Libbey-Owens-Ford Glass Co. 


LOCATION: Toledo, Ohio 

ARCHITECTS: Skidmore, Owings & Merrill 

STRUCTURAL ENGINEERS: Severud-Elstad-Krueger Associates 
MECHANICAL ENGINEERS: Guy B. Panero Engineers 


CONTRACTORS: George A. Fuller Co. 


This office building h ber of attributes that set it "es saca Ro ; 
is office building has a number of attributes that set i нса ак aasa adini LTM 


apart from many others. It functions superbly for the needs 
of its occupants. Relationships between the building, its 
site, and its surroundings have been planned with consider- ТТТ ТТЕ" 


rT) ia Leia jud ЕТЕНЕ | 


able care. Layouts of office floors were closely studied. Most e gt 
importantly though, the building is impressive as an exam- INCECARRRCCCNERNSF T i) 
ple of what an architectural firm concerned with complete IRONT РЕПИН НЫШ ЛЕШЕ!!! 
design сап accomplish when it has а good client to work T bs 

with. The building is designed—in the largest sense—from meee ана наив: " " 
the overall concept to the smallest detail. This was possible 
because the talent of the architects was augmented by that 
of L-O-F, whose president, George P. MacNichol Jr. ac- 
cepted the responsibility of acting for the clients. 
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L-O-F Office Building 


If this office building is successful, a large part of 
the credit must go to the completeness of the archi- 
tectural services and the positive attitudes of the 
clients. The architects were deeply involved in every 
aspect of the building, from the selection of the site, 
its size and shape, through the complete design of 
the building and all of its components, down to the 
selection or design of the furniture. Ultimately, the 
architects selected nearly all of the office interior 
planting, desk-top calendars, ash trays, desk sets, 
furnishings, and the like. 

The result of this is that every detail of the build- 
ing works; each harmonizes with all of the others 
and with the whole; joints line up wherever they 
meet. Textures in the building are coordinated; col- 
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ors blend with and complement each other. Impor- 
tantly too, the individual elements of the building 
and its furnishings are integrated into a system. 
This not only makes for successful design but it be- 
comes possible to systematize procurement and main- 
tenance of building parts and furnishings. 

What comes out, finally, is complete architecture 
(it has been called total by some) which was quite 
usual in other periods of history, but not so common 
these days. This building was designed by the archi- 
tects, from the overall concept to the smallest detail. 
In this case, the design has been concerned not only 
with emotional content, but with technology, not 
with concept or function alone, but with a workable 
blending of both. 
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Hedrich-Blessing 
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TYPICAL TENANT FLOOR 
({2ND THROUGH 6TH) 


The architects have been interested, for some time, 
in using an off-center service core in an office build- 
ing. Here, they have been able to translate the inter- 
est into an actual structure. Elevators, chases, and 
other service facilities have been grouped together 
in the usual manner, then moved toward the front 
of the building. This resulted in the creation of a 
range of sizes and characters of interior space, not 
possible in a building with the core at its geometrical 
center. On the ground floor, the core extension pro- 
vides space for telephone equipment and the like 
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L-O-F Office Building 


The plans give some indication of the variety and flexibility 
made possible by the use of an off-center service core. All of 
the floors shown on this page are occupied by L-O-F, but simi- 
lar variations may be had on the leased floors. The seventh 
floor contains L-O-F's main reception area. From here, visi- 
tors are directed to offices located on this floor, or any of the 
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TWELFTH FLOOR 


six above, occupied by the company. Usable space on this floor 
is subdivided to provide large private offices and ones of me- 
dium depth—some with fairly shallow secretarial space ad- 
joining, others with deep pool space. On the eighth floor, ar- 
rangements are similar except that the core is extended to 
provide a deep general file room. The ninth floor contains a 
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few large private offices and a number of smaller ones. АП 
have secretarial spaces adjoining. Special areas such as an 
auditorium and file space are placed in the core extension. 
Floor eleven contains a number of private offices and two gen- 
eral offices. The file area next to the core is much smaller than 
that on the eighth floor and adjoins a spacious pool area. On 


the twelfth floor, the officers of the company have their offices. 
The core extension contains the board room and its adjoining 
lounge area. Also on this floor (at the bottom and left side of 
the plan) are the legal offices and law library. The thirteenth 
floor contains such special facilities as the executive and pri- 
vate dining rooms, kitchen, lounge, and spaces for expansion 
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L-O-F Office Building 


The illustrations on this page show the manner in which some of the 
elements of the building have been handled. At the extreme left, top 
is an office floor elevator lobby. Below it is the ground floor lobby. The 
floor here is light tan terrazzo with 1!5-in. black slate divider strips. 
This flooring continues outside to form the surface of the plaza. Lobby 
walls are finished with mosaics made from Venetian glass tesserae, in 
four shades of blue. Stainless steel is used for elevator doors and 
frames, and the frames of the telephone booths. 

Elevator cabs have red carpeting, white high-pressure laminated 
plastic walls, black ceilings, and stainless steel trim. Even such items 
as the call buttons and the frame for the inspection certificate were 
designed particularly for this building. Elements such as the drinking 
fountain and storage closet shown indicate the precision of the details. 
This becomes even more apparent in such details as the fire extinguisher 
cupboard under the drinking fountain and hanger heights in the closet 


Hedrich-Blessing photos 


Shown are the main reception area on the seventh floor, the board room 
lounge, and the executive dining room. The board room and lounge have 
an unpolished travertine floor, natural straw on the walls, and an acous- 
tical ceiling. Furniture and furnishings (here, as everywhere else 
either designed or selected by the architects) include chairs and a sofa 
upholstered in tan leather or blue-black wool fabries and beige rugs. 
Table-tops are glass or elm burl veneers. The executive dining room is 
similar, except that the walls are white sand-floated plaster and chair 
bottoms are cane. 

Office areas throughout the building are equipped with movable par- 
titions with various combinations of painted panels, teak, and rough- 
rolled plate glass. Executive offices (such as those of the president and 
executive vice president shown top, right) have acoustical ceilings with 
incandescent downlights. Other offices have uniform luminous ceilings 
of aluminum honeycomb with fluorescent fixtures located above grid 
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L-O-F Office Building 


It would be difficult, if not impossible, to find a single 
detail of the L-O-F building which has not been closely 
studied and finely detailed and constructed. The curtain 
wall used will give some indication of the completeness 
of the design, and will serve as one example of the sort 
of attention given by the architects to all of the elements 
of the design. 

The wall has been worked out on a six ft horizontal 
module. This dimension was chosen because of a combi- 
nation of factors, including room sizes desired, flexibility 
of use, technical wall considerations, and appearance in- 
side and out. The frame is aluminum; the panels are the 
company's spandrel glass; the windows are L-O-F double 
glazing. Spandrel and view glass were glazed into the 
frame with neoprene gaskets installed with zipped-in 
strips of the same material. The bases of all windows are 
insulated where they meet the spandrels. An electric- 
powered window-washing platform, operating from a 
track on the roof, is used for efficient cleaning of the en- 
tire wall. 

In place, the wall is clearly defined and elegant. It re- 
lates well with the interior, its major and minor elements. 
Most of all, it functions as an efficient and workable cur- 
tain, excluding light or allowing it to enter, retaining heat 
or keeping it out, subject to the will of the occupants 
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L-O-F Office Building 


Another example of the attention given to detail by the archi- 
tects of this building, and the results of this attention, is the 
main entrance and revolving door. The design of this building 
element incorporates some standard parts, but its success de- 
pends on the way these have been combined with non-standard 
units designed by the architects. 

The entrance has an almost overwhelming simplicity of ap- 
pearance and use. Ав is indicated in the sections, this is de- 
ceptive, since the results were obtained by careful analysis 
and detailing of each of the smallest parts and of the entire 
assembly. What is not indicated here, except by inference, is 
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BUILDING TYPES STUDY 287 
® 


ч Сүз » v 
Stanford Apartments. John Carl Warnecke & Associates, Architects 


Probably the biggest news in apartments at 
this time is the strengthened attitude of the 
FHA to urge and promote better design and 
quality in apartments of all types, in addition 
to the long needed revisions of the Minimum 
Property Standards for multi-family units, 
which have been in progress for some time. 
Partial results of these revisions—due to the 
urgency with which FHA feels they are needed 
—will be published sometime early in 1961, 
with the rest to follow later. The lead article 
for this study, by Neil Connor, provides a 
thoughtful discussion of this new FHA pro- 
gram. 

The eleven apartment developments which 
complete the study, five completed buildings 
and six projects (most of which are now under 
construction), were selected to reflect some of 
the newer thinking on the subject, and perhaps 
leads towards solving some of the problems. 
They range from small units to developments 
of great scale, and represent a wide geographic 
spread. 

Also included are some tables indicating 
some of the newly-revised FHA room count 
and minimum room size standards, and the 
inereased mortgage limits. The result of these 
revisions is often a higher allowance. 


APARTMENTS 
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ARCHITECTURAL RENAISSANCE 
IN FHA APARTMENT HOUSING 


BY NEIL A. CONNOR, A.I.A. 
Director, Architectural Standards Division 
Federal Housing Administration 


In the last few years there has been a noticeable 
improvement in the architectural quality of FHA- 
insured apartment projects. More and more are de- 
signed by dedicated architects and show the influ- 
ence of creative imagination. 

The new interest of the architectural profession 
in FHA-insured housing can be attributed to a num- 
ber of factors. One is FHA’s greater concern with 
quality in recent years and its recognition of the 
value of professional service in the design of such 
housing. Increasing availability of new and better 
materials, the introduction of air conditioning, wid- 
er use of mechanical equipment, new and more ad- 
vanced construction methods, have all helped to pro- 
duce better FHA housing. At the same time, rising 
incomes among families in the moderate income 
group for whom FHA-insured housing is built have 
helped create a demand for well-designed housing. 

The amount of architectural talent displayed in 
FHA-insured projects has varied considerably since 
the agency was established in 1934. In its early 


years FHA employed a number of well known archi- : 


tects, and under their influence some fine apart- 
ments were built. Starting about 1940, as war 
clouds formed, quantity became the paramount goal, 
and quality of both design and materials deterio- 
rated. There was not much improvement until 1954 
when major changes were made in the National 
Housing Act and in the FHA organization. 
Architecturally speaking, an amendment to the 
Act made at that time to require cost certification 
from builders or sponsors was perhaps the most im- 
portant legal change. Under this provision, the 
builder or sponsor of a multifamily project has to 
certify to the actual amount paid the architect, 
which precludes the old practice followed by some 
sponsors of skimping on architectural services to re- 
duce their cash equity requirements. About the same 
time, a schedule of architect’s fee percentages was 
worked out by FHA in collaboration with A. I. A. 
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FHA Influence on Apartment Housing 


FHA insures mortgages on projects of rental hous- 
ing (under Title 11 Section 207), cooperative hous- 
ing (Section 213), rental housing in urban renewal 
areas (Section 220), and rental housing specially 
designed for elderly tenants (Section 231). Because 
of this insurance, which is written under provisions 
of law and FHA policy, favoring a sponsor finan- 
cially, the agency has a considerable influence on 
much of the apartment housing currently produced. 
The National Housing Act limits the over-all mort- 
gage amount that FHA can insure. It also places 
limitations on the maximum ratio of loan to value 
(or, in some FHA programs, loan to replacement 
cost), and on the insurable mortgage amount per 
room (or, in most sections of the Act, per unit if the 
project averages fewer than 4 rooms per unit) for 
example see table on page 201 for Sections 207 and 
213. FHA requires that rent schedules, financial ar- 
rangements, and management policies be subject to 
its approval, and the property must meet FHA mini- 
mum standards. 


Architects’ Fees 


In the more favorable climate produced by new re- 
ceptive attitudes of the FHA, architects have been 
aided in obtaining reasonable fees by the FHA’s 
willingness to include in its estimates an architect’s 
fee reflecting current practices and, through the 
process of cost certification by the sponsor, the ar- 
chitect is now assured of obtaining the fee certified 
as paid. The FHA, however, does not prescribe or 
limit the fee agreed to by owner and architect. 

The fee used for processing by the FHA is deter- 
mined on the basis of what is found to be appropri- 
ate to the services rendered, taking into considera- 
tion the kind of service expected, the professional 
practices and fees customary in the locality, the ex- 
tent, cost, and complexity of the work, the amount of 
development, design investigation and studies, and 


coordination with government agencies by the ar- 
chitect and his consultants, and the degree of repe- 
tition in planning and detail. 

The architect’s fee covers architectural services, 
together with all structural, mechanical, and other 
engineering services required in the design and 
preparation of complete working drawings and spec- 
ifications, as well as preliminary sketches, draw- 
ings, studies, and (if included) supervision. FHA 
encourages but cannot insist on supervision. 

When investigation and tentative determination 
of the architect's fee have been made, it is then 
checked with the FHA Schedule of Architect's Fee 
Percentages. The schedule ranges from 7 percent for 
а total cost of $100 thousand to 2 percent on $1 mil- 
lion and over. The percentages shown in the sched- 
ule contain no provision for supervision. When su- 
pervision is provided, an increase of up to one third 
may be allowed. The rates shown are exceeded only 
in exceptional circumstances when higher rates are 
clearly justified by findings of the insuring office. 

The architect's fee percentage is applied to the 
total of the estimated costs for on-site improvements 
to land, structures, and the builder's fee. 

Should the question of allowing the actual cost of 
the architect’s services arise, the FHA’s position is 
that the fee allowed is the Commissioner's estimate 
of reasonable current cost for comparable services 
and is not intended to prescribe or limit the amount 
the mortgagor may agree to pay the architect. 


Owner-Architect Agreement 


The FHA has developed owner-architect agreements 
for use in FHA projects in order to define more 
closely the function and responsibilities of both 
principals and their relation to the FHA in the pe- 
riod in which FHA has an interest in the projects. 
The forms were prepared in collaboration with the 
American Institute of Architects and are designed 
to assure equitability for owner and architect. 


FHA Measures to Encourage Quality 


Adjustment of room count 

The restriction in the National Housing Act on 
mortgage amounts per room or per living unit may 
present difficulties to owners and architects because 
of cost variations in different parts of the country. 
It means that there must be à room count as well as 
à count of living units. With contemporary planning 
where living, dining, cooking, and sleeping facilities 
are often combined in one room, FHA has found it- 
self in a position where one room could no longer be 
considered to be one room. This has often led to de- 
sign for room count rather than for market prefer- 
ence and good planning, because sponsors, in order 
to coordinate costs with available mortgage amounts, 


Apartments 


TABLE 1: 
Allowable Room Count and Minimum Room Sizes for Separate Rooms 
LIVING UNITS WITH 
NO-BR 1-BR 2-BR 3-BR 4-BR 
Name of Space Room begat 
Count Dimension 
Min. area | Min. area | Min, area | Min, area | Min, area 
(sq. ft.) (sq. ft.) (sq. ft.) (sq. ft.) (sq. ft.) 
LR 1 — 160 160 170 180 11'-0" 
DR or D-area 1 — 100 100 110 120 8-4“ 
K 1 — 60 60 70 80 5-4“ 
Кене Ya 40 40 - - - 3-6“ 
BR 1 — 120 80 80 80 8-0” 
Total area, BR's 1 — 120 200 280 400 — 
Other Room 1 — 80 80 80 80 8-0" 
Bath V! E — = = = s 
Half-bath V = = = == = = 
Ғоуе: V 20 20 20 20 20 4-0” 
Balcony ог Porch м 70 70 70 70 70 4-0” 
Теггасе V 120 120 120 120 120 8'-o" 
TABLE П: 
Allowable Room Count and Minimum Room Sizes for Combined Spaces 
LIVING UNITS WITH 
Comb No-BR 1-BR 2-BR 3-BR A-BR 
Combined Space Room 
Count Min. area | Min. area | Min, area | Min. area | Min. area 
(sq. ft.) (sq. ft.) (sq. ft.) (sq. ft.) (sq. ft.) 
LR-D area 1% - 200 200 200 230 
LR-D area (DR size) 2 — 240 240 260 270 
LR-D-area-BR 2 240 — — — — 
LR-BR 1 190 — = = = 
K-D area 1% 100 110 110 120 140 
K-D-area (DR size) 2 — 150 150 160 180 
K'ette-D-area 1 80 80 — = = 


TABLE lil: 
IncreasedYMortgage Limits for Representative Cities 
ELEVATOR-TYPE GARDEN-TYPE 
Sections Section Sections Section 
207 and 220 213 "207 and 220 213 
4 or Less 4 ог Less 4 or Less 4 ог Less 
More than More than More than More than 
CITY Rooms | 4 Rooms | Rooms | 4 Rooms || Rooms | 4 Rooms | Rooms | 4 Rooms 
Per Per Per Per Per Per Per Per 
Unit Unit Unit Unit Unit Unit Unit Unit 
$94004 59400-- $9000-- $9000 + 

Per Room Per Room Per Room Per Room 

Boston, Mass. 3800 800 4100 1100 2700 200 2900 400 
New York, N. Y. 4250 1250 4250 1250 2900 400 3100 600 
District of Columbia 3700 700 4000 1000 2500 — 2700 200 
Philadelphia, Pa. 3600 600 3900 900 -- — — = 
Jackson, Miss. 3100 100 3300 300 2500 — 2700 200 
Miami, Fla. 3600 600 3900 900 2600 100 2800 300 
Chicago, Ill. 4250 1250 4250 1250 3100 600 3300 800 
Minneapolis, Minn. 3400 400 | 3700 700 2500 — 2700 200 
Houston, Texas 3200 200 | 3400 400 2500 -- 2700 200 
Topeka, Kansas 3700 700 | 4000 | 1000 2800 300 3000 500 
Los Angeles, Calif. 4250 | 1250 | 4250 | 1250 3000 500 3200 700 
Seattle, Wash. 4100 1100 4250 1250 2700 300 2900 400 


Note: There are a series of qualifications for specific applications in using these tables, which space 


does not permit to be included here. For complete data, check with the nearest field office of the F.H.A. 
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have insisted on obtaining maximum mileage from 
the room count which often limits the mortgage. To 
correct this, FHA now makes allowance in the room 
count for balconies, terraces, bathrooms, foyers, etc., 
thus encouraging additional planning features. 


New minimum property standards 


Currently, the FHA is revising its minimum prop- 
erty requirements for three or more living units with 
the help of a distinguished advisory committee rep- 
resenting the architectural, land planning and con- 
struction fields. The members are: Architect Robert 
E. Alexander, F.A.I.A., Los Angeles ; Architect Alvin 
L. Auginoe, A.I.A., Washington ; Architect Ieoh Ming 
Pei, A.I.A., New York; Architect Norman J. Schloss- 
man, F.A.LA., Chicago; Architect Edwin Weihe, 
A.LA., Washington; Land Planner Carl Gardner, 
Chicago; Builder George N. Seltzer, Cleveland. 

АП these men have had extensive experience with 
apartment buildings and are making major contri- 
butions in this field. There are high expectations 
that the new FHA standards for multifamily dwell- 
ings will be as effective as were the standards pub- 
lished in 1958 for one- and two-family dwellings. 

Most of the problems facing the FHA in revising 
its multifamily standards have to do with site plan- 
ning, building planning, fire protection, and mechan- 
ieal equipment. Some of the more critical questions 
being studied are: 

1. Reconciliation of FHA standards with vary- 

ing building codes 

2. Density and coverage 

3. Parking, both open and in garages 

4. Yard and court dimensions and distances be- 

tween buildings 

5. Space and arrangement of rooms and apart- 

ment units, together with light and ventilation 
considerations 

6. Fire protection limitations 

Т. Heating and air conditioning 

It must be clearly understood that FHA stand- 
ards are minimum. Quoting from the FHA Under- 
writing Handbook: 

“Тһе minimum nature of statutory and Minimum 
Property Requirements and Standards must be rec- 
ognized. During analysis, careful consideration is 
given to the fact that the project must often exceed 
minima in order to provide accommodations, services 
and amenities to continue to attract the desired ten- 
ancy at rentals required for a successful enterprise. 
Factors that may necessitate exceeding minima are: 
appropriateness for the class of property as indi- 
cated by anticipated rent levels; preferences of the 
market; size of families and their living customs; 
and type of structure. Comparability with competi- 
tive housing is essential but not the sole criterion, 
as the property must also cope with possible future 
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competition. Therefore, observance of sound trends 
and the provision of a high degree of livability will 
minimize obsolescence and enhance the properties 
desirable as security for a long term mortgage. 

*Personal whim and prejudice shall be avoided in 
decisions affecting higher requirements. Care is also 
exercised that the extent to which such require- 
ments exceed minima is reasonable as to character, 
cost and appropriateness for the subject project." 
(Sec. 72610.2) 

Architects and others sometimes question the need 
for FHA standards. In an insurance operation as 
large and far-flung as that of FHA, involving the 
assumption of risk on long-term, high-percentage 
mortgages secured by a great variety of properties, 
itis essential to have a minimum basis for acceptance 
--іо say, “We will not go below this." That is all the 
standards are. The difficulty of recruiting qualified 
professional people to staff the 75 ЕНА insuring of- 
fices also makes it necessary to have fairly specific 
instructions on many points that industry believes 
should be resolved on a case-by-case basis. The in- 
adequacy of many local building codes further con- 
tributes to the need for minimum standards. Housing 
designed by a competent architect would usually far 
exceed these standards, and the standards should not 
be onerous from an architect's viewpoint. 


Evaluation of new materials 

and methods of construction 

Technological developments in the building field 
and the resulting array of new products make it es- 
sential to have some sort of evaluation of them. 
This is done in a rather modest way in the Architec- 
tural Standards Division of FHA in Washington, 
which was set up when the FHA was reorganized 
in 1954. Most of the functions of this division had 
previously existed. In fact, there were instructions 
in the FHA property standards as far back as 1935 
directing the field offices to send questions on new 
materials and construction to Washington for analy- 
sis. This is far more necessary now than ever be- 
fore because of the tremendous increase in new 
products and the complexity of evaluating them. 


Technical studies program 
FHA has had a technical studies program in effect 
for about four years, at an annual expenditure of 
about $300 thousand. The projects studied are all 
related to problems the FHA has found in its opera- 
tions concerning methods and materials. Generally 
speaking, no project is undertaken without consul- 
tation with the Technical Studies Advisory Com- 
mittee appointed for the FHA by the Building Re- 
search Advisory Board of the National Academy of 
Sciences. Advice is obtained from this group on 
whether industry itself can find answers or whether 
FHA must do the work or pay to have it done. 

As might be expected, a major portion of the 


TITLE ІІ Secs. 207 & 213 


| | 
() | (2) (3) (4) (5) (6) 
Title and | Type of Construction Minimum 
Section of (urban or rural non- Number 
the Act Purpose farm unless specified of Family 
otherwise) Units Per 
Insurance 
| Contract Amount Insurable Loan-Value Ratio 
Section. 207 | Finance proposed or rehobili- Detached, semi-de- 8 $20,000,000 private corporation | 90% of estimated value. 
| tated rental housing: tached, row, or multi- $50,000,000 supervised согро- 
(1) | (a) Private corp. family. ration. 
(11) | (b) Supervised corp. A. Garden-type: $9,000 per unit 
(У) if less than 4 room average; 
otherwise $2,500 per room. 
| B. Elevator-type: 59,400 рег 
| unit if less than 4 room aver- 
age; otherwise 53,000 рег 
тоот. 
Section 207 Finance proposed ог rehabili- Appropriate to trailer 50 or more | $500,000 per project or $1,500 | 75% of estimated value of 
Mobile Home tation of existing mobile home courts or parks. spaces. per space. property after improvements 
Courts (V) (II) courts. are completed. 
Section 213 Finance proposed construction; Detached, semi-de- 8 $20,000,000 private corporation А. Proposed construction 
Project Finance rehabilitation; Finance tached, row, or multi- $25,000,000 supervised согро- 97% of replacement cost. 
Management acquisition of existing struc- family. га оп B. Existing construction 97% 
tures by non-profit coopera- A. Garden-type: $9,000 per unit of appraised value. 
| Нуе; Finance acquisition from if less than 4 room average; 
(1) an Investor-Sponsor, otherwise $2,500 per room. 
(V) B. Elevator-type: $9,400 per unit 
if less than 4 room average; 
otherwise $3,000 per room. 
Section 213 Finance proposed construction Single family detached, 8 $12,500,000. Same as А % В 9796 of replacement cost. 
Project of dwellings for sale to mem- semi-detached or row. under management or a sum 
Sales bers of nonprofit corporations. computed on separate mortgage 
(1) for each dwelling equal to total 
(УІ) of max. mtge. amt. under Sec. 
203b whichever is greater. 
Section 213 Finance individual mortgage on 1-family. 1 Unpaid balance of project mort- Unpaid balance of project 
Individual | property released from Project gage allocable to the individual mortgage allocable to the 
Sales Sales Mortgage. property. individual property. 
(IV) 
Section 213 Finance Proposed or rehabili- Detached, semi-de- 8 $20,000,000 private corporation 9096 of Replacement Cost. 
Project tated housing by corporation tached, row, or multi- $25,000,000 supervised corp. 
Investor intending to sell same to non- family. A. Other than Elevator: 
Sponsored profit cooperative. $9,000 per unit 
4) $2,500 per room 
(V) B. Elevator Structures: 
$9,400 per unit 
$3,000 per room 


1 Or such higher maximum dollar amounts as the Commissioner may auth- 
orize because of cost levels but not to exceed $1,250 per room without 
regard to the number of rooms being less than 4 or 4 or more per unit. 


II No discrimination against families with children. 


Eligible for open-end advances. 


funds has gone into work involving site conditions. 
One very useful recent project has been the develop- 
ment by the Massachusetts Institute of Technology 
of a simple method of testing soils. It involves an 
instrument, а soil potential volume change meter, 
which has been used for similar work before but has 
never before been calibrated to permit the use of 
tables easily understood by field people. 


The Outlook for Apartment Housing 


Interest in apartment housing is definitely on the 
uptrend. In the 1950's, emphasis in housing con- 
struction was chiefly on suburban developments of 
individual homes. To some extent this tendency is 
being reversed as more people come to prefer the ad- 
vantages of living in town. The urban renewal activ- 


V Certificate of actual cost required. 


VI Certification to mortgagor of FHA Estimate of Replacement Cost required. 


ity underway in many cities is also bringing people 
back from the suburbs. The growing popularity of 
cooperative ownership is another factor, and the 
predicted population explosion in the 60's and 70's 
will certainly increase the need for apartments. 

The prospect of а growing demand for rental 
housing is of course very significant to architects, 
and any architect interested in the possibilities 
should become familiar with the requirements of the 
market, with financing possibilities and with FHA. 

As most architects realize, the time is past when 
they were expected to confine their efforts to design, 
coordination, and supervision. Increasingly, а sound 
knowledge of costs, building economies, and the me- 
chanics of Government housing agencies is expected 
of the architect and enhances the value of his serv- 
ices to his clients. 
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Apartments For 
A College Campus 


Stanford Apartments, Palo Alto, California 

John Carl Warnecke & Associates, Architects 

Stefan Medwadowski, Structural Engineer 

Kasin, Guttmen and Malayan, Mechanical Engineers 


Lawrence Halprin, Landscape Architect 


Twenty-eight acres in the northeast section of the 
Stanford University campus has been acquired by 
the Willow-Creek Corporation (a group of private 
investors) on a long-term lease for this luxury 
apartment development. 

Three buildings of the total project have now been 
completed on 3.7 acres of the site, and contain 54 
individual apartments. Apartments range from 
1100 sq ft minimum, and average 1350 sq ft. Rents 
vary from $330 to $420 per month. A second group 
of buildings, as shown on the plot plan, are planned 
for construction on an additional 4-plus acres; at 
least one of these new buildings will be a multi-story 
building as shown in the sketch below right. Some 
of the apartments in the second group will be larger, 
with rents up to $700. All buildings will be ranged 
around landscaped malls, parks and outdoor party 
areas. The buildings have concrete frames, stucco 
exteriors, wood panelling and harmonizing colors 
and finishes on the interiors. Rooms are spacious, 
and each apartment has an outdoor patio or deck. 


Apartments 
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А New Scheme For 
Terraced Units 


Sun & Surf Club 


Boca Raton, Florida 


Bertrand Goldberg Associates, Architects and Engineers 
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Described by the architect as “houses in the sky,” 
these apartments make a big effort to establish a 
degree of individuality and flexibility for each unit. 
To avoid the use of long, narrow corridors, the 
scheme was devised around a central core, flanked 
by a wide promenade. Unusually big, open terraces 
are planned within the shell of the structure, and 
are separated from the promenade by 6-ft louvered 
screens—giving air and light to the whole area. The 
terraces double as outdoor living rooms (complete 
with barbecue and bar) and as entrance foyers 
(with storage and coat closet). 

The 113-ft-square building is divided into regular 
bays which give 13-ft-8-in. interior room and ter- 
race widths. Rooms are banked into four groups of 
four, with а terrace at each side, giving а total of 
eight units per floor. Knockout panels between all 
rooms in each bank permit a number of room com- 
binations, some of which are shown in the plan. 


Apartments 


Adjoining the Chicago River and its State Street 


= ? 
Chicag O S New Bridge, Marina City's complex of office building, 


theater, and apartment and parking towers was de- 

. е ә ы signed explicitly to try to help retain middle-income 
City W ithin A City families in the city. In addition, the $36,000,000 
center will include a marina for 700 small craft, a 

restaurant, skating rink, health club with swimming 


pool, bowling alley, shops, a semi-public park, and a 


Marina City, Chi , Illinoi á = К Б 
кесімін б а?а сайысы Sculpture garden on its 3.1-acre site. Completion is 


Bertrand Goldberg Associates, Architects and Engineers scheduled for late 1961, and financing is insured by 
the FHA under Title VII of the National Housing 
Building Service Employees’ International Union, Sponsor Act. 


Eighteen floors of parking area form the base of 
the two 60-story concrete towers which, it is 
claimed, will be the tallest apartment buildings in 
the world. It has also been pointed out that the 
Building Service Employees is the first labor organ- 
ization to finance such a non-cooperative semi-lux- 
ury project for the general public. 

In each tower, the apartment units fan out from 
а 35-ft central core containing all utilities and me- 
chanical equipment. Each room of the 900 apart- 
ments will have а heat pump and private balcony. 


Bill Engdahl, Hedrich-Blessing 
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Lift Slabs For 
Suburban Towers 


Huron Towers Apartments, Ann Arbor, Michigan 
King & Lewis, Inc., Architects 
Future House Apartments, Inc., Contractor 


Morton L. Scholnick and Seymour Dunitz, Owners 


This project is said to be the most ambitious use of 
the Youtz-Slick Lift-Slab system in several areas: 
“the tallest lift-slab structures ever attempted in the 
United States", and “each floor slab is heavier and 
larger in area than any used by this method before." 

The clean-cut design clearly expresses the struc- 
ture, and has exteriors of floor-to-ceiling glass cur- 
tain walls, set back from the slab edges to give each 
apartment a balcony. All living rooms have sliding 
glass doors. Balcony railings are of exposed-stone 
aggregate facing on 2-in. pre-cast concrete panels, 
secured to the slabs by aluminum verticals. 

Each tower has 12 floors, and contains 180 apart- 
ments. The ground floor of one building will be used 
for shops, beauty salon, pharmacy and valet service. 
The other is devoted to lobby space. Each room іп 
the apartments has a built-in heating and air con- 
ditioning unit. A three-level garage is built into the 
cliff below the main terrace. 
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Individual Plans 
For Co-op Owners 


Diamond Head Apartments, Honolulu, Hawaii 


Diamond Head Land Company, Owners 
Vladimir Ossipoff and Associates, Architects 
Park & Yee, Structural Engineers 

Wynn Nakamura, Electrical Engineer 


Hawaiian Dredging & Construction Co., Lid., Contractor 


This variation on the central core scheme is a co- 
operative apartment, with individual owners for 
each unit. To allow maximum freedom for each own- 
er to adapt his apartment to his own needs, a loft- 
like structure was evolved, with clear spans in two 
of the wings of about 32 ft, and 40 ft in the third. 
A pre-stressed concrete framing system was chosen 
“because it could produce these spans with the least 
amount of deadweight in the structure. This feature 
is very important because of the poor foundation 
condition at the site." There is an open lobby-lanai 
on the ground floor which also serves for tenant- 
owner meetings. Balconies were originally unglazed, 
but changed to give “a larger square foot area” in 
the apartment sales quotations. 
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А Replanned Area 
For Philadelphia 


This urban renewal scheme for improving Philadel- 
phia's Eastwick section and the adjoining indus- 
trial area, fits a pattern of row houses and garden 
apartments along a slightly irregular pedestrian 
mall. The apartments (black on plan) are all imme- 
diately adjoining this walk or “greenway,” as are 
most of the shopping, school and other facilities. 
Each apartment unit will have greenery on one side 
and a parking area on the other. The two sketches 
at right show the general neighborhood character 
of these two zones. 

A large industrial belt flanks the area, and be- 
cause of the view this would present, it was decided 
not to include high rise structures in the develop- 
ment. The row houses are planned along a series of 
cul-de-sacs to prevent through traffic, and to give 
a more intimate scale. The apartments vary in size 
from efficiency to three bedroom units, as can be 
noted in the partial plan at right. 
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New Eastwick, Philadelphia, Pennsylvania 
Reynolds Metals Company, Samuel A. Berger, and 
Henry A. Berger, Sponsors 


Doxiadis Associates, Inc., Architects 


Existing Residential 
2 and 3 Bedroom Row Houses 
4 Bedroom Row Houses 
Garden Apartments 
Commercial 
Neighborhood 
Local 
Potential Cluster of Stores 
Potential Corner Stores 
Special Commercial 
Institutional 
Public School 
Parochial School 
Church 
Nursery 
Adult Club 
Parks and Open Space 
Playground 
Limited Industrial 
General Industrial 
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Maisonettes 
For London 


Housing At Bethnal Green, London 


Denys Lasdun and Partners, Architects 


Тһе planning of many housing projects seems to be 
derived from little more than the literal application 
of an essentially abstract diagram, with a mini- 
mum of attention to the actual problems of the site 
or the tenants. This low cost housing in London 
demonstrates very clearly the advantages of a de- 
sign that is based upon particular rather than gen- 
eral considerations. Part of the success of this de- 
velopment is due simply to intelligent planning, and 
part to a reappraisal of the concept of the tower 
block, which has resulted in a radical departure 
from the slab and cruciform buildings that have 
formed the axiomatic basis of so many projects in 
the past. 

The essential planning unit of the Claredale 
Street scheme is the two floor maisonette. There are 
two six-story blocks containing the largest and 
smallest maisonette types and a fifteen-story cluster 
block of two-bedroom maisonettes which has small 
apartment units on the fifth floor. The six-story 
blocks are set at right angles to each other and 
their placement in relation to the cluster block 
minimizes the possibility of the residents of one 
apartment seeing into any of the others. (Photos 
1 and 3) 

The cluster block is formed by a central stair, 
service and elevator tower with four separate blocks 
grouped around it. This cluster system isolates the 
individual maisonettes from the major sources of 
noise and permits each to be oriented so that it re- 
ceives full sun during some part of the day. Access 
to the maisonettes is on a skip-floor basis, the non- 
access floors of the central block serving as enclosed 
drying yards, which could also be used for shops or 
as a garden area. 

The access and living balconies have been strong- 
ly accentuated, permitting the maisonettes to read 
as individual units. The building thus attains a do- 
mestic scale which is in keeping with surrounding 
construction, and each tenant's apartment becomes 
a separate and identifiable entity. The balconies 
also create an architectural matrix which is strong 
enough to control and subdue even the most virulent 
curtain designs. (Photo 2) 

Construction is based on a reinforced concrete 
cross-wall system with intermediate columns to re- 
duce the floor spans, and both in situ and pre-cast 
concrete elements were utilized. Pre-cast facing and 
beams were hoisted into place by tower crane. 


212 ARCHITECTURAL RECORD October 1960 


Apartments 
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Sectional diagram of typical maisonette іп 


ө. the cluster block. Access is from the bal- 

Р сопу on the left, the balconies on the right 

\ әл. are private. Bedrooms are always on the 
eR. upper level, floors within each unit are of 


timber. Note the escape ladder from the bed- 


room level to the balcony of the maisonette 
LOWER LEVEL UPPER LEVEL above 
10 
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High-Low Rise 
In Washington 


Capitol Park Apartments, Southwest Redevelopment 
Project B, Washington, D.C. 

Satterlee & Smith, Architects 

Mayer, Whittlesey & Glass, Consulting Architects 
Ralph Eberlin, Site Engineer 

Dan Kiley, Landscape Architect 


Severud-Elstad-Krueger, Structural Engineers 


With the high-rise units of this development com- 
pleted, and the low-rise “town houses" nearly so, 
and in view of all the recent controversy over the 
advisability of combining high- and low-rise units, 
we asked Chloethiel Woodward Smith, of Satterlee 
& Smith what her current views on the subject 
were: 

“Precisely because we didn't think any ‘low-rise’ 
family wanted to live as close to the elevator build- 
ing as they had along the avenues, we placed a single 
elevator structure close to the major entrance (street 
side) of the block, kept the lower floor open so that 
no apartment was located lower than 15 ft above 
the street level, and kept 220 ft of open space be- 
tween the elevator building and the first row of 
houses . . . Early next year families will be mov- 
ing into the town houses . . . then it will be pos- 
sible to study this ‘high-low’ theory. I am sure of 
one thing—a view from an elevator building across 
distant low structures is fine and the low structures 
do not feel walled by the high. How distant is the 
question. А small huddle of low structures too close 
to the high isn't right." 
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А Computor Aids 
Structural Plans 


Barrington Plaza, Los Angeles, California 
Barrington Plaza Corporation, Owners 
Daniel, Mann, Johnson & Mendenhall, Architects 


Armstrong & Scharfman, Landscape Architects . 


Electronies lent a hand in the careful analysis for 
this big 712-apartment-unit project now under con- 
struction. In planning the structural steel framing 
for the main 26-story building, а computer was pro- 
grammed to test all possible solutions for a single 
frame running the full height of the building. The 
development is being constructed under Section 220 
of F.H.A. Urban Renewal Financing. To meet the 
budget requirements, several basic design decisions 
were made: the use of ribbed aluminum industrial 
siding for all spandrels, carried on a light frame of 
rolled channel sections, and furred, lathed and plas- 
tered on the inside; omission of central air condi- 
tioning and use of the ceiling as envelope fireproof- 
ing for floor framing and thin floor slab; partition- 
ing of solid plaster on long-length gypsum lath. 
The project is a fairly self-contained community, 
with its three towers (the lower ones have 17 
floors), a two-story commercial building, and a two- 
level partly underground garage for 900 cars. 
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Apartments 


Apartments For 
An Island Resort 


Island Pines Apartments, Fire Island, New York 
T LL 3 ы езе 1 2 - Bertram Lee Whinston, Architect 


Blitman Construction Corp., Contractor 


Along with the spate of “second homes" cropping 
up everywhere is this kind of development—which 
may be the beginning of а new apartment type. 
It is an apartment project of 100 units, planned as a 
cooperative summer community on Fire Island, a 
narrow 40-mile long spit of beach which has be- 
come a famous resort. Each unit is for sale, with 
an annual maintenance charge. 

The Island is in a fairly undeveloped, natural 
state, with no roads (only a jeep taxi runs along 
the beach). Paths connecting buildings consist, for 
the most part, of raised boardwalks. The design of 
these apartments sought to harmonize with these 
surroundings, while still preserving а certain ur- 
banity of convenience. To give some individuality, 
the outlines and roofs of the units were consciously 
varied. The site covers two acres, with the Atlantic 
Ocean at one side, Great South Bay on the other. 
Many apartments are duplexes as the ones shown. 
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Apartment For An 
Australian Park 


Apartment House in Sydney, Australia 


Harry Seidler, Architect 


'This apartment tower is designed to take full advan- 
tage of a handsome site from which there is a wide 
range of fine views. The larger apartments all have 
two exposures, and the smaller ones have been given 
preferred orientations. The fenestration is designed 
to eliminate external sun control devices and is of 
two basic types, 2 ft 6 in. high horizontal strip win- 
dows in bedrooms and kitchens and full height slid- 
ing glass doors that open on to recessed balconies 
from all the living rooms. 

Construction is based on a system of in situ те- 
inforced concrete cross-walls, which have been uti- 
lized in the planning to provide added sound insula- 
tion, particularly between living and sleeping areas. 
There is enough parking space planned to accom- 
modate at least one car per apartment, with 40 per 
cent of the parking under cover. Space for four 
shops has been provided at ground floor level. 


How High 
the Jet? 


' Thin Walls 
of Clay 


Keeping Fallout 
Out 


The Power 
of a Motor 


This Month's 
AE Section 


Architectural Engineering 


“Mushrooming installations, numerous articles in the architectural, building and 
other magazines, and requests for information on our spray nozzles indicates that 
the decorative water fountain has become again an important element in architec- 
tural and landscape design"—from a new catalog by Schutte and Koerting 
Company. We would like to think that the RECORD has been a factor in stimulat- 
ing such interest—on the design aspects through its highly successful 1958-59 
series on “Water and Architecture" by Elizabeth B. Kassler, and in mechanics 
through two AE articles, “Engineering of Lighted Fountains," by Robert E. 
Faucett, July 1959 and “Fountains: Effects and Mechanics," August 1959. Ob- 
jective of this latter article was to relate visual effects of recent installations 
to the equipment required to produce them, and a point was made of the lack 
of information for the designer. While there was ample hydraulic data on pres- 
sures and flow rates, rarely was it related visually to the shapes and sizes of 
fountains. Fortunately the S and H catalog has remedied this situation by pre- 
senting spray characteristics in tables and drawings. The catalog is available 
from Schutte and Koerting Company, Cornwells Heights, Bucks County, Pa. 


Last October an AE article described a research program at the Structural Clay 
Products Research Foundation in which prefabricated plate girders of clay 
masonry units had been developed with a thickness of only 2% in. A possible 
application could be load-carrying spandrel girders in curtain walls. SCPRF put 
up a demonstration building at Geneva, Illinois simulating a one-story school 
utilizing plate girders 6-ft high and over 20-ft long. Now the first large-scale 
application of the “SCR building panel,” as it is called, has been made in a store 
under construction in Chicago in which 27 preassembled plate girders, 4-ft wide 
and 19-ft high are set on end to form a saw-tooth wall. Each girder contains 19 
factory-cast panels, 1-ft wide and 4-ft long. The steel reinforced panels are fab- 
ricated of aquamarine ceramic glazed clay units 12 by 214 in. by 2Y5-in. thick. 
Originally, the architects, Camburas and Theodore of Chicago, specified a brick 
wall which would have had to be 12-in. thick to take the wind load. 


A 52-page guide to provide architects and engineers with procedures and stand- 
ards for evaluating the fallout shelter potential of existing structures, for modi- 
fying structures to improve their value as fallout shelters, and for the prelimi- 
nary design of new structures has recently been issued by the Office of Civil 
and Defense Mobilization. This guide emphasizes procedures for collecting, 
analyzing and summarizing information on potential shelter areas. The main sec- 
tions include: shielding fundamentals, shielding calculations, space and ventilation, 
water supply and sanitation, power supply and other factors, community survey 
procedure. Full title is Fallout Shelter Surveys: Guide for Architects and Engi- 
neers, NP-10-2 National Plan Appendix Series. 


1960 man takes power steering, power lawn mowers, power boats all for granted, 
but it’s doubtful is he’s anticipated the full range of possibilities in a power 
home—motorized, that is. There's a house in Ft. Wayne, Indiana that boasts 100 
fractional horsepower motors for doing everything from conveying ashes from 
the fireplace to a flower bed, to trapping bugs in said flower bed, to lowering 
bunk beds for the kids, to closing drapes, to circulating water for a fountain. 
All this is not so surprising when you learn that the owner, Lisle Hodell, is 
general manager of GE's General Purpose Motor Department. 


LIGHTING FOR ARCHITECTURE, The Lighting System: 3 Fixture Facts and 
Building Factors, p. 222. 

BUILDING COMPONENTS: Air Conditioning Systems for Large Office Build- 
ings, p. 239. Product Reports, p. 245. Literature, p. 246. 
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. The Total Lighting System: Illumination and Brightness 
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a e THE TOTAL 


LIGHTING SYSTEM: 


ILLUMINATION AND 
BRIGHTNESS 


The charts at right (Figures 1 
through 9) indicate а schematic 
method for analyzing the relation- 
ships between primary light sources 
—daylight as well as various artifi- 
cial lighting systems—and room 
shapes and reflectances, and for de- 
termining their effect on the bright- 
ness distribution апа illumination 
levels within a room. 

By diagramming the surfaces 
which will receive direct light from 
the source being considered, the ef- 
fectiveness of these surfaces can be 
estimated for various combinations 
of surface reflectances and various 
positions for such primary light 
sources as fixtures and windows. 

For instance, with directional 
downlights placed so that they do not 
directly light the walls (Figure i), 
the brightness of the ceiling obvious- 
ly must depend on the reflectance of 
the floor. Because the ceiling can re- 
ceive no direct light from the fix- 
tures, it must be darker than the di- 
rectly-lighted floor even if it is 
white. If the floor is a light color, it 
becomes secondary light source, the 


a 

b. Lighting System Efficiency: Work Plane Illumination 

C. Lighting System Efficiency: Light Levels and Room Use 
. The Lighting Materials: Light Sources 


. The Lighting Materials: Room Surfaces 


reflected light making it possible for 
the walls as well to become major 
secondary sources, particularly in 
small rooms where the walls occupy 
a relatively large percentage of the 
total surface area. 

When walls or floor or both are 
light-colored and highly reflective, 
the ceiling is lighted by these secon- 
dary sources. As its brightness in- 
creases, the horizontal work plane il- 
lumination becomes more uniform. 
The illumination gradient shown in 
Figure 1 is based on a relatively 
dark floor (10 per cent reflectance) 
and relatively light walls (50 per 
cent reflectance). If both walls 
and floor were dark, the gradient 
shown would be more dependent 
on direct light and hence more un- 
even. If both were very light, secon- 
dary sources would make a greater 
contribution, the illumination levels 
would tend to even out and the curves 
of the gradient would be shallower 
than shown. 

A similar schematic analysis can 
be used in studying the characteris- 
tics of other systems. Figure 2, for 
example, shows that with general 
diffuse lighting, all room surfaces re- 
ceive direct light from the fixtures. 
As a result, the brightness of each is 
more independent of the brightness 
of the others and each becomes a 
secondary source, supplementing the 


The basic problem with lighting is 
that designers have not understood 
it in the way they have other build- 
ing disciplines. Lighting methods 
have for the most part been consid- 
ered as being isolated from the other 
components of the building. 

The purpose of this article, there- 
fore, is to relate lighting qualitative- 
ly and quantitatively to its surround- 
ings. It will give a “common sense” 
understanding of the relationships 
between light sources and room sur- 
faces, supported by a new type of 
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others. The horizontal illumination 
level is more uniform than with di- 
rectional downlighting, as indicated 
by the shallower curves of the gradi- 
ent, and illumination of vertical 
planes would also be more uniform. 

Non-directional sources, like this 
one and the area lighting system di- 
agrammed in Figure 3, are much 
more affected by the wall reflectances 
than are directional Systems when 
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graphic presentation to better por- 
tray the visual effects of lighting sys- 
tems. 

Many lighting designs fail because 
of the absence of analysis of needs 
beyond consultation of а handbook 
figure for a particular building type. 
Little planning goes into establish- 
ing desirable brightness patterns 
and meeting the demands for local or 
general illumination. 

Even when these objectives are 
recognized, they are not often ac- 
complished very directly, if at all, be- 
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reflectances are higher than 50 per 
cent, particularly in small rooms; the 
walls can in fact assume major im- 
portance as supplementary light 
sources. Conversely, dark-colored 
walls would absorb a large portion 
of the light supplied by the fixtures. 

The three basic systems shown in 
Figures 1, 2 and 3—and the varia- 
tions diagrammed in Figures 4 
through 9—would appear most dif- 


cause the components (fixture types 
and room surface reflectances) are 
selected before the analysis begins, 
so that the calculations are limited 
to determining merely “how many,” 
and the question of how “how” is lost 
in the shuffle. 

It may seem that the objectives 
are unattainable “cost-wise” or “ef- 
ficiency-wise," because of the as- 
sumption that room sizes, shapes 
and reflectances are fixed, without 
actually realizing what they mean in 
terms of the total lighting design. 


ground light 
Zigure 9 


ferent if all room surfaces were black, 
in which case only the primary 
sources would be visible and there 
would be no secondary sources. They 
would appear most alike if all sur- 
faces were white since all surfaces 
would then act as secondary sources 
and all would have much the same 
brightness. 

Similar reasoning can be used in 
predicting the effects of daylighting, 


Realistic programming of lighting 
cannot call for exact quantity and 
quality objectives; thus, schematic 
analysis should be sufficient for many 
situations. Even when the situation 
is more critical, schematic analysis 
must, in any case, precede more pre- 
cise calculations. A “соттоп sense" 
design will start from such a sche- 
matic analysis of all the possible 
combinations of light sources and 
room variables—and it will result 
more often in execution of the de- 
sired objectives. 


DAYLIGHTING 


cloudy cay 


either alone or in combination with 
artificial systems. However, in the 
case of daylighting, assuming no di- 
rect sun, the differences in lighting 
conditions depend more on the rela- 
tive amounts of skylight and ground 
reflected light than on the total quan- 
tity of light passing through the 
windows. (On cloudy days the sky is 
essentially a diffused light source 

continued on following spread 
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а. TOTAL LIGHTING SYSTEM 


continued from preceding page 


about five times as bright as the 
ground; on a sunny day, the ground 
is about three times as the sky.) 

The type of analysis just described 
should enable one to project a mental 
image of relative surface bright- 
nesses resulting from a given lighting 
system in a room with varying com- 
binations of reflectances. 

Such a “mental image” is crystal- 
lized in the room diagrams on the 
opposite page, which indicate the 
calculated average brightnesses of 
surfaces in large and small rooms 
lighted by the basic systems pre- 
viously discussed. 

This quantitative data verifies 
what could be expected from the an- 
alysis of the inter-action between 
primary sources and room surfaces. 
It also shows why specification of 
footcandles alone does not describe 
any particular visual results. Each of 
the rooms sketched has an illumina- 
tion level of 100 footcandles and the 
same combination of room reflectanc- 
es. Yet there can be a 20 to one dif- 
ference in the average brightness of 
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the surfaces within the room, de- 
pending on whether the light is di- 
rected to the lightest-colored surface 
or the darkest. 

When reflectances of the various 
room surfaces are very different, 
directing the light on the darkest 
surface as with a downlighting sys- 
tem produces the lowest average 
room brightnesses, but it also mini- 
mizes the range of brightness be- 
tween the various surfaces. The oppo- 
site is true when the light is directed 
on the lightest-colored surface. 

The brightness ratios within a 
room can also be projected by relat- 
ing the average surface brightnesses 
to the brightness of a task at the 
same illumination level and to the 
brightness of the lighting equipment 
being considered. 

In general, directional sources 
have a wide range of brightnesses, 
depending on the type of louver or 
reflector and on the angle of viewing. 
Non-directional sources producing 
equal quantities of illumination have, 
on the other hand, a surface bright- 
ness inversely proportionate to their 
surface area. For example, if large 
luminous fixtures covering 50 per 
cent of the ceiling were used instead 
of a full luminous ceiling, they would 


Above left: Since all surfaces receiving direct light are dark-colored, system 


have to be twice as bright to produce 
the same amount of illumination, 
while similar fixtures covering 10 
per cent of the ceiling would have 
to be 10 times as bright. 

The differences in brightness and 
brightness ratios produced by arti- 
ficial lighting systems should be con- 
sidered most carefully when the room 
lacks the leveling influence of day- 
lighting, which often contributes 
relatively uniform, high level light 
to surfaces that the artificial system 
would leave unlighted. 

Even so, if the contrast of a fix- 
ture with its background is a prob- 
lem, the brightness ratio can be kept 
within bounds by reducing the 
brightness of the fixture or increas- 
ing the brightness of the background. 
Fixture brightness is most easily re- 
duced by using directional fixtures, 
or by increasing the size of non-di- 
rectional fixtures. Background 
brightness can be increased by using 
a lighter color, by adding illumina- 
tion from secondary sources through 
higher reflectances or simply the use 
of more fixtures, or by lighting the 
background directly from another 
primary source, or by selecting and 
positioning the fixtures so that they 
also help to light the background. 


has low efficiency in producing brightness. Ceiling lighted only by floor reflect- 
ance must be darker than floor, and apparent darkness of room is heightened 
by contrast of dark surfaces with very bright fixtures. Left: Without help of 
daylight, brightness ratios must be high because primary sources cover rela- 
tively small portion of ceiling. Dark walls and floor provide little secondary 
lighting for brightness or to light solid portion of ceiling. Above: White ceiling 
18 a secondary source utilizing ground-reflected daylight, greatly reducing the 
“glare” of small, high-brightness lanterns and windows. Above right: Dark sur- 
faces may be suitable unless long occupancy or visual tasks are involved. (Re- 
flectances affect brightness by factor of 1000, illumination by only 2 or 3.) 
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Relative Brightness of Room Surfaces at 100 Footcandles 
(reflectances: ceiling 80%, walls 50%, floor as shown) 
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With directional downlighting, ceiling, which receives no direct light from fixtures must 
be darker than floor regardless of floor reflectance. However, lighter floors increase effec- 
tiveness of walls as secondary sources, thus brightening ceiling and helping to level out 
sharp curves shown as characteristic of illumination gradient on horizontal work plane 
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General diffuse systems throw direct light to all surfaces so that relative bright- 
nesses are affected primarily by surface reflectances. All surfaces act as secondary 
sources with the walls assuming particular importance, especially in small rooms. Note 
that the gradient, though still non-uniform, is less “bumpy” than that of down lights. 
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With large ceiling lighting systems the ceiling itself is the primary source and its bright- 
ness is relatively high. Walls and floor are secondary sources which correspond to those 
produced by general diffuse lighting, and have about the same relative brightnesses. The 
illumination level is more uniform than with either of the other two basic light systems 
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Б. LIGHTING SYSTEM 


EFFICIENCY: 


WORK PLANE ILLUMINATION 


For many spaces, particularly those 
in which the precise quantity of light 
provided is not a crucial factor, a 
qualitative analysis of the interrela- 
tionship of the lighting system com- 
ponents (fixtures and room surfaces) 
and the illumination levels and rela- 
tive brightnesses they produce may 
constitute the greater part of the 
lighting design. For other spaces, 
however, such as offices and drafting 
rooms where horizontal tasks are dis- 
persed over a large area, the efficiency 
of the lighting system in prcducing 
illumination on a horizontal work 
plane is a major aspect to be consid- 
ered. 

Тһе efficiency of a lighting system 
іп preducing horizontal illumination 
is called its coefficient of utilization, 
which is defined as the quantity of 
light distributed on the work plane 
divided by the quantity of light emit- 
ted by the fixtures, and describes the 
efficiency of the total lighting system, 
taking into account the character- 
istics of both the lighting equipment 
and the room. 

Coefficients of utilization for light- 
ing systems using various standard 
fixtures are readily available from 
equipment manufacturers, and are 
summarized in such lighting manu- 
als as the JES Lighting Handbook 
published by the Illuminating Engi- 
neering Society. While this exact 
c.u. data need not be known until the 
last step of the design process (de- 


(s LIGHTING SYSTEM 


EFFICIENCY: 


LIGHT LEVELS 
AND ROOM USE 


In evaluating lighting systems for 
specific buildings, there may be ob- 
jectives other than providing uni- 
form horizontal illumination. Fre- 
quently non-uniform light distribu- 
tion may be called for because of the 
plan or projected use of a space, the 
need to work with an existing system 
such as daylighting, or the need for 
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termination of the number апа type 
of fixtures needed to produce the 
planned brightness and illumination 
levels), a comparative picture of their 
efficiencies is helpful in the prelimi- 
nary evaluation of possible systems. 
For this reason, coefficients of utili- 
zation for several basic systems are 
presented on the opposite page in 
graphs that also show the effects of 
the room factors influencing system 
efficiency. Since the light absorbed 
by the room surfaces, combined with 
the light losses within the fixture, de- 
termines the percentage of the light 
generated by the lamps that is ac- 
tually delivered to the work plane, 
the major room factors to be con- 
sidered are shape and color of room 
surfaces. In fact, handbook c.u. data 
on standard fixtures is given for sev- 
eral room ratios (see opposite page) 
and reflectance combinations for 
room surfaces. 

An understanding of these factors 
wil make it possible to determine 
early in the design 

a) how to make the most efficient 
use cf a preselected lighting system, 
and 

b) what type of lighting system 
would be most efficient with a prese- 
lected combination of materials hav- 
ing famous reflectances. 

For example, if for various reasons 
а design dictates use of an indirect 
lighting system, its efficiency can be 
increased by specifying light-colored 
room surfaces. Or if a room is to 
have dark red brick walls, greater ef- 
ficiency can be achieved by using 
direct or local lighting, which is 
relatively independent of wall reflect- 
ances. 


a combined system that will suit a 
range or room uses and conditions. 

In such cases, the system must be 
evaluated by its ability to provide the 
amount of light needed, where it is 
needed; the average illumination in 
the room, as measured by the coeffi- 
cient of utilization, is relatively in- 
significant. Since almost any light- 
ing system delivers varying quanti- 
ties of light in various areas of a 
room, the designer should be familiar 
with the nature of the light gradients 
of representative systems. 

For instance, many buildings are 
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FIXTURE EFFICIENCY VS. SYSTEM 
EFFICIENCY 


effect of room factors 


ROOM RATIOS: SYSTEM V5. ROOM SIZE 


ROOM 
RATIO 


LIGHTING 


MOUNTING 
SYSTEM HT 


12 by 12 by 11 ít гост 


recessed direct 11 ft 7 
luminous ceiling 9 ft 2 
general diffuse 8ft 11 
indirect 8ft ІЛ 


30 by 30 by 14 f: room 


recessed direct 14 ft 1.3 
luminous ceiling 12 ft 1.6 
general diffuse 10 ft 2.2 
indirect 10 ft 22 


Comparing efficiencies of lighting systems 
requires an understanding of the effect of 
room ratios, which are a function of width 
and length of room and height of primary 
light source above the work plane 


used almost exclusively during day- 
light hours when there is always a 
large quantity of available light with 
a characteristic gradient (see dia- 
grams opposite) that can be rein- 
forced or balanced for the desired 
effect. 

With electric lighting alone, local 
tasks can usually be lighted more ef- 
ficiently by local lighting than by a 
general lighting system with non- 
uniform distribution; or, since room 
brightness must also be provided, by 
localized general lighting or а com- 
bination of local and general lighting. 
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Coeficùnt of Utilization 


Figure 2 
WALL COLOR VS. SYSTEM 
EFFICIENCY 


effect of reduced wall reflectance 


Figure 1 shows the effect of various 
room proportions on the efficiency of 
the basic lighting systems analyzed in 
Section A, with the room having a fixed 
combination of surface reflectances. 
Note that the fixture efficiencies listed 
bear little relationship to the efficiency 
of the lighting system as a whole, which 
varies widely according to the room 
factors. In general, fixtures that redi- 
rect and reduce the lamp brightness 
(e.g. louvered downlights) are less ef- 
fieient as fixtures, but are more inde- 
pendent of such room factors as shape 
and color. Non-directional fixtures like 
diffuse and area sources, on the other 
hand, are themselves more efficient, but 
also more heavily dependent on the 
room surfaces as secondary light 
sources for efficiency of the system. 
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CEILING COLOR VS. SYSTEM 
EFFICIENCY 


effect of reduced ceiling reflectance 


With the combinations of room reflec- 
tances shown in Figure 2, all lighting 
systems are very inefficient in small, 
high-ceilinged rooms in which the ratio 
of wall area to total surface area is 
high. This suggests the use of localized 
lighting, asymetrically distributed gen- 
eral lighting, and/or high wall-reflect- 
ance rooms. With large rooms or with 
lighting systems which throw light di- 
rectly on the work plane, the wall colors 
have relatively less effect on system ef- 
ficiency. While only the reduction in co- 
efficient of utilization caused by a de- 
crease in wall reflectance is shown here, 
corresponding increases in efficiency 
can be expected with higher wall re- 
flectances, a factor that assumes partic- 
ular importance when non-directional 
lighting systems are being considered. 
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effect of increased floor reflectance 


Figure 3 shows the effect of ceiling 
color on system efficiency. As might be 
expected, ceiling color is most impor- 
tant when rooms are large, and when 
the ceiling receives direct light from 
the fixtures, thus becoming a principal 
secondary source. Ceiling color is less 
important in large rooms with direct 
lighting, but even then it is a substantial 
factor if the floor is highly reflective. 
As shown in Figure 4, floor color has a 
similar effect. Since a bright floor can- 
not by itself add any light to the hori- 
zontal work plane (though it can help 
to illuminate vertical tasks), high floor 
reflectance becomes increasingly effec- 
tive as the reflectances of walls and 
ceiling increase, since these surfaces are 
then better able to redirect light re- 
flected by the floor back to the task. 


LIGHT DISTRIBUTION FROM TYPICAL LIGHTING SYSTEMS 


Figure / 


Familiarity with light gradients makes 
it possible to combine systems for de- 
sired effects. For example, unilateral 
daylighting can be reinforced or bal- 
anced by other systems as shown here 


continued on following spread 
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continued from preceding page 


LIGHT DISTRIBUTION 
RELATED TO ROOM USE 
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d e THE LIGHTING MATERIALS: 


LIGHT SOURCES 


The most effective light pattern for 
a space is suggested by the building’s 
structure, plan and materials, to- 
gether with the lighting require- 
ments dictated by such factors as 
room use. But in order to produce 
these patterns, it is necessary to un- 
derstand the properties of light and 
light sources, their relation to the 
building, and the limits within which 
they can be manipulated. 

This discussion will deal primarily 
with the properties of theoretical 
sources—point, line and area; direc- 
tional and non-directional. 

Two sketches in the first row op- 
posite show light distribution from 
non-directional point sources іп 
Space and on a surface. The corre- 
sponding line sources consist of an 
overlapping series of these point 
Sources, while non-directional area 
sources consist of a series of line 
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sources. For this reason, the proper- 
ties of line and area sources can 
largely be projected from the proper- 
ties of point sources. 

The same light source may often 
be considered as either point or area 
depending on its angular size, which 
is basically a function of its place- 
ment. An incandescent lamp may be 
an area source in relation to a pencil 
two inches away from it, but a point 
source in relation to a pencil two feet 
away. 

Since the quantity of light radiated 
in any direction from any light 
source is a function of its brightness 
and projected area, modifying the 
basically non-directional distribution 
of a point source by refraction (lens- 
es), shielding (louvers) or specular 
reflection (polished enclosures) will 
cause it to have a different brightness 
when viewed from different angles. 
This explains the “distortion” of the 
directional point source diagrammed, 
as compared to the non-directional 
“norm.” If the source is recessed, for 
example, the projected area, and 
hence the brightness, will be greatest 


Figure 1: Most illumination gradients 
drop off near the walls, which may be 
important work areas. Figure 2: Built- 
in work areas pinpoint the need for 
local task lighting even more. Figure 3: 
Limitations of room use dictated by the 
plan (placement of doors, closets, etc.) 
may also suggest that general lighting 
be localized. Figure 4: A music room 
or art studio calls for vertical light- 
ing, which can best be provided from 
a large area source: windows in a 
small room, a luminous ceiling or dif- 
fuse sources in a large one. Figure 5: 
Strong downlighting reflected from the 
floor may help to light the bottom 
shelves of a bookcase, but it is little 
help in lighting file cabinets 


Right: In a small room which calls 
for asymmetric lighting, a single wall 
with high reflectance and high illumi- 
nation can make a positive contribution 
to light distribution. Above right: 
Plans which dictate placement of desks 
against walls almost always suggest an 
asymmetric illumination gradient. This 
could have been more positively ex- 
pressed here by increasing the width of 
the luminous band at left and eliminat- 
ing the series of rectangular fixtures 
which deliver light where no light is 
needed. Far right: Study booths in a 
library need local lighting to supple- 
ment the general illumination 


when the source is viewed from be- 
low and will decrease gradually as 
the viewing angle approaches the 
horizontal. Similarly, a directional 
area source such as a louvered ceil- 
ing or fixture can be thought of as a 
series of points or a series of lines, 
but it will have the same directional 
properties as a shielded point or line 
source, regardless of its greater size. 
With this in mind, it becomes a 
simple matter to visualize the light 
distribution from directional sources 
and to interpret candlepower distri- 
bution curves for typical fixtures. 
Since the light from any point source 
can be thought of as a series of con- 
centric cones, drawing a cone that 
includes most of the distribution 
curve will indicate where most of the 
light will fall. If the curve itself is a 
straight-sided cone, no light is di- 
rected outside it, and the patterns 
made on an intercepting plane will 
have a sharp boundary between light 
and dark. Conversely, rounded sides, 
because of the decreasing intensity 
of the outer cones of light, indicate a 
continued on following spread 
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DIRECTIONAL NON-DIRECTIONAL NON-DIRECTIONAL 


suspended. 
Point 


From. point Aout, 
Diagrammatic analysis of properties 
of theoretical sources gives basic in- 
formation on actual equipment as well. 
The theoretical sources shown here are 
all based on the point: line sources and 
directional area sources can be thought 
of as a series of point sources; non- 
directional area sources, then, can be 
thought of as a series of line sources 
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continued from preceding page 


“soft” boundary. A flat bottom indi- 
cates that the intensity of light from 
the cones on a plane perpendicular 
to their axis will be uniform, while 
a pointed end indicates that the cen- 
tral cones of light are more intense. 

Even though the basic conical dis- 
tribution of a point source can be 
modified by blocking off parts of it 
or adding non-directional compon- 
ents, the light radiating from a point 
remains essentially a cone, and the 
patterns made on intercepting planes 
perpendicular, parallel or oblique to 
its axis can be visualized accordingly. 

The fact that the basic cones of 
light can be only slightly modified 
also means that precise brightness 
can be more easily obtained by man- 
ipulating reflectances than by man- 
ipulating illumination levels or light 
distribution. Planes of a room can 
be sharply defined by color differ- 
ences, but illumination or brightness 
gradients are smoothed out by the 
secondary light sources. 

Examination of the light distribu- 
tion from various sources will also 
suggest the position from which the 
source can best produce the desired 
brightnesses. Keeping a point source 
at a uniform distance and angle 
from all parts of a surface is the 
easiest way to achieve uniform light- 
ing, since it permits minimum direc- 
tional control. Thus a flat surface 
can be lighted most uniformly when 
the source is centered at a maximum 
distance from it. For uniform bright- 
ness on curved or multi-planar sur- 
faces such as vaults or folded plates, 
the shape of the light distribution 
required from the fixture can be cal- 
culated by computing the distance 
and angle of incidence of light from 
a potential light source position to 
various points on the surface. 

This is not the case with diffused 
area sources where the illumination 
is a function of the brightness and 
the included solid angle of the light 
source as "seen" from the point il- 
luminated. When the included angle 
is large, source brightness and re- 
sulting illumination are almost equal. 
Thus changing the ceiling height 
(distance from source to surface) in 
a large room affects the light level 
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POINT SOURCES 
INTERPRETATION OF LIGHT DISTRIBUTION CURVES 
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LIGHT PATTERNS PRODUCED BY POINT SOURCES ON INTERCEPTING PLANES 


Light distribution can be predicted from 
handbook candlepower curves by super- 
imposing cone including most of curve. 
Boundaries of cone indicate where most 
light will fall; characteristics of curve 
indicate how its distribution will vary 
from that of straight-sided cone 


Йй 


Since distribution from point sources is essentially conical in spite of fixture varia- 
tions, light patterns necessarily will correspond to those produced by a cone of light 


LIGHTING A PLANE FROM A POINT 


| 


Figure 7 sum оиз 2 


(тело. point aowtcta. 


fog иле. 3 


сее ng lighting Aeg utu, + cell lighting 
Planes are lighted most evenly by points centered at maximum distance from them. 
(Sun is ideal point source.) If this position is impractical because source would 


be viewed, or for other reasons, it should be approximated as closely as possible 


LIGHTING FOR 3 ARCHITECTURE sum 


AREA SOURCES 
A PLANE FROM AN AREA SOURCE 


very little since the included angle 


240007 relationship betwen brightness and aye of source 
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Agua 2 Lighting planes parallel to source 


Fugue 3 lighting points at varying distances from source 


к 
к, 


шиле 4 lighting plames perpendicular tr sourre 


Intensity of light from area source at any point is function of solid angle y. 
Since included angles from various points on horizontal planes vary more in 
large rooms than in small, light levels at those points vary accordingly. From 
points on vertical planes, angles and light levels vary more in small rooms 


SHADES AND SHADOWS 
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Above: Point sources produce wide- 
spread, dense shadows; line sources 
similar, but smaller shadows; area 
sources, minimum shadow. All produce 
shade unless uniform light completely 
surrounds object 


Left Fig. 1: Distant point sources 
(sun) with parallel rays produce uni- 
form shadow. Fig. 2: Single point or 
line sources produce consistently chang- 
ing gradient and shadows; area sources, 
softer but consistent shadows. Fig. 3: 
Multiple point or line sources produce 
confusing multiple shadows. 


is little changed. On the other hand, 
when the included angle is small, as 
in a small or high room, the ceiling 
may have to be twice as bright to 
produce equivalent illumination. Us- 
ing the walls as additional sources, 
however, can increase the solid angle 
so that the required illumination lev- 
el can be achieved with a lower 
brightness source. 

The character and quantity of il- 
lumination from line sources cor- 
responds to that of point sources on 
one axis and that of area sources 
on the other. The illumination varies 
with the included angle, which is a 
function of both the length of the 
source and the distance from the 
lighted surface. Since increasing the 
length of a linear source increases 
the included angle more when the 
source is distant from the surface 
than when it is close, the increase in 
illumination due to an increase in 
fixture length is large at distant 
points, and very small at points close 
to the fixture. For the same reason, 
the illumination gradient from a 
long fixture is more uniform than 
from a shorter fixture of the same 
cross-section. 

The intensity of shadows depends 
on the amount of light blocked off 
by the shadow-casting object. This 
in turn depends on the relative size 
and position of the light-casting 
source, and the shadow-casting ob- 
ject, and on the distance between the 
object and the shadow-receiving sur- 
face. 

Because of its distribution charac- 
teristics, if a point source is the only 
light source, it always produces a 
widespread and dense shadow. On 
the other hand, shadows from area 
sources vary greatly in spite of the 
common  misconception that апу 
large area source is "shadowless." 
It is true that large diffuse sources 
produce minimum shadows, but 
the only really shadowless source is 
one that completely surrounds the 
objects with uniform light. Shadows 
produced by directional area sources 
can be as strong as those from point 
Sources. 

In any ease, the density of the 
shadow is rarely as significant as its 
form. Simple shadows from a single 
consistent source often contribute to 
the interpretation of three-dimen- 
sional forms; complex shades and 
shadows from multiple sources are 
invariably confusing. 
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e e THE LIGHTING MATERIALS 


ROOM SURFACES 


Since room surfaces are a large part 
of the luminous (or visual) environ- 
ment, they should be used positively 
as secondary light sources to in- 
crease the lighting system efficiency 
and to redistribute the light as de- 
sired. While this implies light colors, 
it in no way suggests that the en- 
vironment need be bland and monot- 
onous. On the contrary, the seeming 
disadvantage of a limited range of 
reflectances can be turned into a defi- 
nite design asset: 

1) Dark colors in small areas— 
chairs, pictures, doors and so forth— 
may help to define а space in which 
most surfaces are light-colored, with 
very little adverse effect on lighting 
efficiency. 

2) In large areas, chromatic dif- 
ferences may be used instead of value 
differences. Because colors have selec- 
tive absorption, a gray that absorbs 
light across the entire spectrum ac- 
tually absorbs more light after mul- 
tiple reflections than does a definite 
color of the same reflectance. 

3) In all lighting systems, there 
are areas like the ceiling in very 
small rooms or the walls in large low 
rooms where dark colors can be used 
with minimum effect on the system's 
efficiency of light distribution. Dark 


Above: With glass transoms, re- 
flections of fixtures, as well as view 
of fixtures in adjacent rooms, can 
be easily avoided by positioning 
primary light sources below the 
level of the glass. Right: The lack 
of specular or fixture reflections on 
the glass adds elegance to this cano- 
pied entrance. Far right: sketches 
show various methods of preventing 
reflections of light sources in pol- 
ished materials—mirrors, glass and 
marble 
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colors can also be used when a speci- 
fie light distribution rather than an 
average level is the objective, in 
which case the reflectances of certain 
walls or other surfaces become rela- 
tively less important than they would 
otherwise be. 

Maintaining comfortable bright- 
ness ratios also depends on the rela- 
tive positions of light and dark sur- 
faces: 

1) In general, dark colors should 
not be used for the immediate back- 
ground of tasks (on desk tops, for 
example), for window walls, or for 
ceilings with bright recessed fixtures. 
If fixtures must be recessed on a dark 
surface, equipment with low surface 
brightness should be specified. A 
small dark area against a large light 
background is more comfortable than 
a small bright light source against a 
dark background. 

2) When uniform brightness is 
more important than maximum util- 
ization of light, and a dark surface 
is desired for design reasons, maxi- 
mum illumination should be directed 
to that surface. When utilization of 
light is important, the dark surface 
should be kept in the position of the 
least important secondary source. 

3) High brightness ratios can al- 
So be used positively, as when a dark 
background is used to increase the 
apparent brightness of a display or 
store window. 

Materials by their very nature 
sometimes create special problems. 
Transparent and opaque materials 


LL COA BUTONG] 
А n 
ж“ o 
BiU 
Fa ! 

яба 


can produce specular reflections 
(mirror images) with brightnesses 
approximately equal to that of the 
reflected source. 

If a matte surface is not desirable 
or possible, and the image is objec- 
tionable, the image problem can be 
solved by: 

1) Reducing the brightness of the 
source. 

2) Positioning the source so that 
the unwanted image is not normally 
viewed. For example, when the ver- 
tical specular surface is below eye 
level (Figure 1), the light source 
should be above the specular materi- 
al; when it is above eye level (Fig- 
ure 2), the source should be below. 

3) Increasing the brightness of 
the area surrounding the objection- 
able image. In the case of opaque 
specular material (Figure 3), reflec- 
tions can be minimized by using max- 
imum reflectance and illumination 
on the specular surface so that its 
overall brightness approaches that of 
the image as nearly as possible. In 
the case of transparent specular ma- 
terials, essentially the same tech- 
nique is used, except that the light 
colors and high illumination are used 
on surfaces surrounding the reflect- 
ing material. In Figure 4, the bright- 
ness of objects in zone “В” would 
have to be increased in order to re- 
duce the apparent reflections in area 
“А” of the show window. Illumina- 
tion at “С” would have no effect on 
this particular reflection. 

See credits page 272 
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a floor maintenance program! 


old, but the gym floor looks as if it has been around s at least ten years. 
Maintenance products that weren't quite right couldn't. save the new look. But try 
prove to others that poor maintenance. is at fault. Оен sibilities are M mulled 


This i is why Huntington suggests that you seeks a ж, oir E Rita pro- 
p for all the floors in the new building. And specify this complete program before the 
uilding is constructed; before people who are not experts ruin the floors. Our representative, 
` the Man Behind the Huntington Drum, will be happy to assist T. at no obligation. He has | 
had much experience. solving (and preventing) floor maintenance кз ben tes ind the wide 
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HUNTINGTON E LABORATORIES - HUNTINGTON, INDIANA e Philadelphia 35, Pennsylvania в /n Canada: Toronto 2, Ontario 
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CERAMIC WALL FLOUR 


From Italy—the most remarkable collection 
of ceramic tiles ever presented! Tiles for floors 
as well as walls. Tiles for every room, 

not just the bathroom . . . for public buildings, 
offices, showrooms, too! Tiles that look 

like leather. Tiles of scenic splendor. Tiles 

with the detail and color clarity of fine printing 
on fabric. In short, tiles unlike any you've 

seen before! ALL AT COMMERCIAL PRICES! 


Ginori Tile wall installation at the new 
Paramus (N.J.) Junior High School 
Architect: Arthur E. Rigolo, AIA, Clifton, М. J. 


2 Ж - ap | ў қ i a 


SCREEN PRINTS 
EMBOSSED PATTERNS 
HAND DETAILED TILES 

CUSTOM PANELS 

by 


NM 
Teo ard. 
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Since 1735 
Italy's greatest name in ceramics 


Guaranteed fast colors; impervious to acids; 
resistant to grazing; low porosity. The floor tiles 
have a special glaze coating to resist punishing 

wear and slipping. As easy to install as ordinary tiles. 
Available from stock in America! 


EI 


If your tile dealer does not carry them as yet...contact 


THEODORE BIALEK & CO., INC. 
Exclusive Distributor of Ginori Tile for U.S. and Canada 
350 Fifth Avenue, New York 1, N. Y., LO 3-4978 
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STANDARD WALL UNITS 


STANDARD TALL UNITS 


PLUS 
2... 


FLEXIBLE TALL UNITS 
with interiors 
virtually unlimited! 


FOR EXAMPLE: 


А pee: 


س 


Multiplex Unit 35421 


The unit shown above has 11 different 
optional interiors for the top half; 
the same number for the lower...a 
total of 121 possible combinations. 
Though not 11 in each instance, each 
of the 69 units has the same kind of 
possibilities. You can readily see the 
number of interior facilities available 
soon becomes astronomical in size. 


NA 


MUTSCHLER 


MULTIPLEX 
INSTITUTIONAL 
STORAGE 
COMPONENTS 


MUTSCHLER 

ANNOUNCES 

NEW DESIGN 
FREEDOM 


—with standard 
components 
at standard 

cost! 


BAutschler has broken all design barriers for 
homemaking facilities, as well as for many other 
types of school storage. MULTIPLEX units are of 
institutional construction ...made from finest 
northern hardwoods with the toughest of 
catalytically applied finishes that are extremely 
resistant to damage by water, alcohol, lemon 
juice, cleaning solutions, or whatever. Available 
in any of 16 decorator colors or 5 different 
wood-grain finishes. 


SEND FOR COMPLETE INFORMATION 


MUTSCHLER BROTHERS CO.— Dept. K-2110, Nappanee, Ind. 


Please have your representative explain advantages of Multiplex 
school storage units. 


We are planning: ___ new school; . — remodeling job. 


name 


firm/school 


address 


city, state 
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Quiet, please; Stainless Steel at work 


Hospitals today literally couldn't operate without 
Stainless Steel. From the kitchen to the operating 
rooms, from patients' carafes to the surgeon's 
scalpel, Stainless Steel is widely used because it 
is easy to keep clean and lasts a long, long time. 
At Children's Hospital in Pittsburgh, Stainless 
is used on the outside for the same reasons, plus 
one more—its inherent, permanent good looks. 

Children's Hospital is right in the middle of 
Pittsburgh's famed medical and cultural center. 
The beautiful addition shown here was erected 
quickly and quietly; the hospital’s services 
weren't interrupted during construction. Note the 
Stainless Steel mullions and window frames. 
They'll keep their good looks because the rain 
will keep them clean. Two more points about 
those windows: they were ro//-formed, a process 
that keeps their cost competitive with other 
types, and they pivot for easy cleaning. 

Construction costs on this addition were low 
because the curtain walls were erected quickly 
by a small crew. Because of Stainless Steel's 
great strength and built-in permanence, only 
light gages are needed—so that the long-range 
: cost of Stainless Steel is much lower than you 
might imagine. 

If you want an attractive, economical building 
like this, build it with Stainless Steel. For a set of 
data sheets on the interesting details of this 
building, just write to: United States Steel, Room 
6135, 525 William Penn Place, Pittsburgh 30, 
Pa. USS and VITRENAMEL are registered trademarks 


USS STEELS FOR ARCHITECTURAL DESIGN 
USS Stainless Steel . 055 VITRENAMEL 
USS Structural Steel ° USS Window Sections 


(iss) United States Steel 
This mark tells you a product 
is made of modern, dependable Steel. 
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Architect: Alfred D. Reid Associates, Pittsburgh, Pa. General Contractor: Mellon-Stuart Company, Pittsburgh, Pa. Curtain Wall 


Fabricator and Erector: Trio Industries, Bridgeport, Conn. 
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FRANTZ 


doors give you new 
freedom of design 


Frantz overhead type doors, in both extension spring and 
torsion spring styles, are custom made to suit exact archi- 
tectural requirements. They are designed to fit odd size as 
well as conventional size openings—to handle widely vary- 
ing requirements—for commercial, light industrial and heavy 
industrial application, with manual or electric operation 
(chain hoist available). 

Frantz Doors are noted for their easy operation. They 
require no trained installation crews and are virtually main- 
tenance free. Each section is pre-bored and numbered to 
permit easy installation without previous experience. Versa- 
tility of useand quality of manufacture make Frantz preferred 
by many builders for commercial and industrial installations. 
Coast to coast distribution through local lumber and mate- 
rial supply dealers insure prompt service. 


Write for Frantz Cata- 
logues or consult 
Sweet's Architectural 
File, No. 16i/Fr. 


SEE OUR 


w-— 
OR WRITE FOR COPY 


FRANTZ 


MANUFACTURING COMPANY 
Dept. A-6 
Sterling, Illinois 
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SYMBOL OF SECURITY SINCE 1897 — The 
A. C. Horn Companies have pioneered in the de- 
velopment and manufacture of materials for the 
construction, maintenance, decoration and protec- 
tion of structures of all kinds. This continuous 
record of reliability and service in the supply of 
time-tested products has made the name “Horn” 
a hallmark in architectural, engineering and indus- 
trial specifications. 


A. C. HORN COMPANIES 
DIVISION 
Sun Chemical Corporation 
750 THIRD AVENUE, NEW YORK 17, N. Y. 


der ^ BUCKLING & WARPING 
MAPLE FLOORING 


i^ EDGE GRAIN 
CONNOR'S "LAYTITE" 


(According to 
Forest Products Laboratory) 


Use “LAYTITE” EDGE GRAIN for: 


Ж LESS EXPANSION AND CONTRACTION 
Ж MORE YEARS OF HARD WEAR 

Ж LIGHTER AND MORE UNIFORM COLOR 
Ж LESS DIFFICULTY ІМ HUMID AREAS 


CONNOR Forest Products Since 1872 
SCHOOL AND GYM FLOORS OUR SPECIALTY 
See Sweet's File Specs 213//СО. (8) U.S. Pat. Off. 


CONNOR LUMBER AND LAND CO. 


PHONE VI - 2-2091 
Р.О. BOX 8105 ° WAUSAU, WISCONSIN 


Application and Specification of Materials and Equipment 


Building Components 


AIR CONDITIONING 


FOR LARGE 


OFFICE BUILDINGS 


by Gordon V. Bond, Carrier Corporation 


Greater attention is being focused on the design of air 
conditioning systems to relate them as closely as possible 
not only to the performance requirements, but to the plan 
and structure as well. This article outlines load character- 
istics of office buildings and the systems that match 


It's а foregone conclusion that every 
new large office building will be air 
conditioned. Because of the large 
cooling loads air conditioning sys- 
tems have to handle due to the sun, 
lights and business machines, a large 
part of the building cube and build- 
ing budget is taken by air condition- 
ing. Thus there is increasing concern 
for selecting a system that best fits 
the particular requirements and de- 
sign of a given building. If a choice 
of systems is made early enough, ad- 
equate space can be provided for 
equipment and ducts, while still al- 
lowing the architect freedom of de- 
sign. Formerly air conditioning was 
added like frosting to a cake. Now an 
air conditioning system may be inte- 
grated with the plan and structure 
for optimum economy and space 
utilization. 

Central station systems of either 
the "all-air" or “air-water” types are 
used most frequently. Choice de- 
pends upon many factors and can be 
made only after a thorough study of 
their respective advantages and lim- 
itations. 

In an “all-air” system, all of the 
cooling and dehumidifying is accom- 
plished by air distributed from a 
central station to a conditioned 
space. Examples are: 

1. Multi-zone central station units 


with single duct distribution. 

2. Single duct systems with terminal 
reheat. 

3. Single duct systems with variable 
volume terminals. 

4. Double duct systems. 

An "air-water" system distributes 
only sufficient air to furnish ventila- 
tion and dehumidifying capacity to 
а conditioned space. The remainder 
of the cooling load is handled by a 
coil in the terminal unit which is 
connected to а central source of cold 
water. Examples are: 

1. Induction systems. 

2. Radiant cooling systems. 

3. Fan coil units with primary air 
supply. 

"All-air" and “air-water” systems 
are further classified as high or nor- 
mal velocity and high or normal 
pressure. 

High velocity systems have duct 
velocities in excess of 2000 ft per 
minute, and high pressure systems 
are those in which a pressure drop 
at the air terminal may exceed .025 
in. water gauge. 

Before the kind of air conditioning 
system to be used can be considered, 
a study of the basic load patterns of 
a building must be made. Every 
building can be divided into two 
main zones—exterior and interior 
(See Figure 1, next page). Each zone 


The Crown Zellerbach Building, San Francisco, 
California; Associated Architects: Hertzka & 
Knowles and Skidmore, Owings & Merrill 
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Building Components 
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EXTERIO 
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INTERIOR ZONE 


12-0" TO 18-0" 


Figure 1: Typical block type building 
showing interior and exterior zones 


OUTSIDE TEMPERATURES AT WHICH 
LOSS TO THE OUTSIDE IS BALANCED 
BY HEAT OF PEOPLE, LIGHTS, SUN 


75? UNOCCUPIED ROOM 
without people, lights, sun 


o 
70 PEOPLE LOAD ONLY 
36? LIGHT LOAD ONLY 
31? PEOPLE AND LIGHTS 
T" SU 

= N LOAD ONLY 
-46? PEOPLE, LIGHTS 


AND SUN 


ROOM AREA: 130 sq ft 
EXPOSURE: South, in December 
LIGHTS: 5 watts per sq ft 
PEOPLE: one per 100 sq ft 
GLASS RATIO: 60 per cent 
ROOM TEMPERATURE: 75° 


usually requires a different kind of 
air conditioning system. 

The interior zone is the area in 
the center of the building which is 
not influenced by the sun or widely 
fluctuating outdoor temperatures. 
The exterior zone is the area around 
the periphery of the building which 
extends from the outside wall to- 
ward the interior to the first parti- 
tion line, or, in open areas, a distance 
of 12 to 18 ft. 


INTERIOR ZONE 


The interior zone is relatively easy 
to air condition because the loads 
are always positive, requiring cool- 
ing at all times. This area is not in- 
fluenced by the widely fluctuating 
and reversing load of the exterior 
but is limited to the heat gain from 
people, lights and business machines. 
The only exception to this would be 
a top floor space with considerable 
roof exposure which adds a revers- 
ing transmission load. 

The loading is relatively light com- 
pared with that of the exterior zone 
and may be.calculated quickly when 
the watts per sq ft and the occu- 
pancy have been determined. Table 
1 shows the interior zone heat gain 
in Btu’s per sq ft and the cfm of 
air required for an “all-air” system 
for various lighting loads. The cfm 
is given for a range of differentials 
between room temperature and 
supply air temperature. The table is 
based upon an occupancy of 100 sq 
ft per person which equals 2.2 Btu 
per sq ft. With the relatively high 
lighting loads which average 5 watts 
per sq ft today, the effect of people 
on the internal load is small—that is, 
only about 11 per cent of the total. 

When lights are on constantly, any 
variation in the occupancy will have 
a negligible affect on the tempera- 
ture and little, if any, control will 
be required. If, on the other hand, 
lights are subject to individual con- 
trol, the drop in load may be sub- 
stantial and the degree of control re- 
quired will depend upon the supply 
air temperature and whether or not 
the space is isolated or open to other 
lighted areas. 
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With a 10 F differential between 
supply air and room temperature, a 
wide fluctuation in load would not 
seriously affect the room tempera- 
ture. However, with a 25 F differen- 
tial, the room temperature theoreti- 
cally could approach the 50 F supply 
air temperature in an occupied space 
with the lights out. For this reason 
it is recommended that to minimize 
controls and simplify internal zone 
air conditioning systems (i.e., elim- 
inate use of reheat), interior lights 
should be wired to a central switch 
on each floor or occupancy zone so 
that they will be on at all times the 
building is occupied. 

The total air quantity required for 
handling normal interior zone loads 
(See Table 1) is usually only slightly 
more than that required for ventila- 
tion and dehumidifying. This is par- 
ticularly true where low supply air 
temperature is used (25 F diff.). An 
“all-air” type system will be the most 
economical choice for an interior 
zone unless the light load is extreme- 
ly high and considerably more air 
must be used than is required for 
ventilation. 

The quality of room conditions to 
be maintained and the zoning re- 
quired will determine the type of 
"al-air" system selected. If only a 
few isolated spaces, such as confer- 
ence rooms in office buildings, need 
individual control, a single duct con- 
stant temperature system could be 
installed in the general areas with 
terminal reheat or variable volume 
control for special rooms. 

А double duct system may be indi- 
cated for an interior zone if there are 
a variety of spaces and loads in 
which individuals control their own 
lighting. The power savings realized 
from turning off lights in а few un- 
occupied spaces from time to time 
will not balance the extra cost of 
control. 

Any variation in room tempera- 
ture desired by the occupants of par- 
titioned interior spaces can usually 
be made during the initial air bal- 
ance. Subsequent changes due to re- 
arrangement of the space may re- 
quire duct changes as well as rebal- 
ance of the air. 


EXTERIOR ZONE 


The exterior zone of a building pre- 
sents an extremely complicated prob- 
lem for an air conditioning engineer. 
The basic load of lights and people 
that make up the interior zone load 
are also the steady load of the ex- 
terior zone. However, to complicate 
matters, the variable loads of trans- 
mission through the outside walls 
and windows plus the fluctuating 
sun load are superimposed upon 
it. This requires a very flexible air 
conditioning system, capable of bal- 
ancing loads which may change from 
а cooling requirement to a heating 
requirement, on different sides of a 
building, or even adjacent rooms if 
one is shaded and the other sunlit. 

Even without the sun shining, 
cooling will be required until a point 
is reached when the heat loss from 
the space due to transmission is 
equal to the heat from lights and 
people. With modern high light in- 
tensities, this point may be reached 
at temperatures as low as 20 or 30 
degrees outside. When the sun shines 
through the windows it instantly 
adds to the net load in the space re- 
quiring additional cooling capacity. 

The chart shows the outside tem- 
peratures at which the transmission 
heat loss is balanced by the various 
internal heat gains and sun. At 
temperatures above these balance 
points, cooling will always be re- 
quired in à space; at temperatures 
below these balance points, heating 
will be required. The example shown 
is for a typical office building with 
60 per cent glass, five watts per 
square foot, 100 sq ft per person 
and a western exposure. The balance 
points, of course, will vary in build- 
ings with other load characteristics. 

It can be seen from an analysis of 
exterior zone loads that an air condi- 
tioning system must have capacity 
either to heat or cool individual ex- 
terior spaces at any time. Moving 
shadows from adjacent buildings can 
require heating for a non-sunlit 
space that may be next to a space 
with full sun load which will require 
eooling. This would also be the case 
where the northern exposure re- 
quires heating while the southern 


TABLE 1: INTERIOR ZONE LOADS AND AIR QUANTITIES 


CFM PER SQ FT 


WATTS BTU* Temperature Differential (Room Temp.—Supply Air Temp.) 
PER PER 
SQ FT SQ FT 102 152 20? 25? 30° 
3 12.4 Lis 0.77 0.58 0.46 0.38 
4 15.8 1.46 0.98 0.73 0.59 0.48 
5 192 1.78 1.19 0.89 0.71 0.59 
6 22.6 2.09 1.40 1.05 0.84 0.70 
7 26.0 2.61 1.75 1:31 1.05 0.86 
8 29.4 2.92 1.96 1.46 1.18 0.96 
9 32.8 3.24 2.17 1.62 1.30 1.07 
10 36.1 3.56 2.38 1.78 1.42 1.18 


* Based on occupancy of 100 sq ft per person 


TABLE 2: EXTERIOR ZONE LOADS AND AIR QUANTITIES (max.) 


PER CENT GLASS RATIO 


PER Btu | Сіп | Btu | Cfm | Btu | Cfm | Btu | Cfm | Btu | Cfm | Btu | Cfm 
Sa FT sq ft | sq ft | sq ft | sq ft | sq ft | sq ft | sq ft | sq ft | sq ft | sq ft | sq ft sq ft 
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Based оп— 100 sq ft per person * Western Exposure * 4 pm August * 95 F Outside • 75 F Inside * Depth of 
Exterior Zone— 15 ft * Ceiling Height—9 ft • White Venetian Blinds е Supply Air Temperature 50 F. 


TABLE 3: AIR HANDLING APPARATUS SPACE REQUIREMENTS, FT 


DOUBLE DUCT SINGLE DUCT INDUCTION 

CFM L w H L w H L w H 

4000 14-0 13-0 7-0 10-0 13-0 8-6 18-0 15-6 7-6 

6000 16-0 13-0 8-0 12-0 13-0 8-6 20-0 17-0 7-6 

8000 16-6 14-0 8-0 12-6 14-0 8-6 21-0 17-0 7-6 
10,000 18-0 16-0 8-6 14-0 16-0 9-6 24-0 20-0 8-0 
14,000 18-6 20-0 8-6 14-6 20-0 9-6 25-0 20-0 9-0 
18,000 19-6 20-0 9-6 16-0 20-0 11-0 26-0 20-0 9-6 
24,000 20-6 20-0 11-0 17-6 20-0 12-0 28-0 20-0 11-0 
30,000 22-0 20-0 13-6 19-0 20-0 14-0 29-0 20-0 12-0 
35,000 24-0 22-0 15-0 21-0 22-0 15-0 30-0 24-0 13-6 
40,000 26-0 22-0 15-0 23-0 22-0 16-0 32-0 24-0 15-0 

| 


NOTE: These dimensions аге approximate • Some awkward duct arrangements may require extra space * 
Space has been allowed for service of equipment * Based on factory-built apparatus * Field fabricated 
built-up units usually will require more space 
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sunlit exposure demands cooling. 

Table 2 shows the maximum cool- 
ing load for a typical exterior zone 
for various lighting loads of watts 
per sq ft, and per cent glass ratio. 
Also shown is the cfm of supply air 
per sq ft required with an “all-air” 
system supplying air at a 25 F tem- 
perature difference between the 
room and supply air temperature. 
The Btu loads shown are the basic in- 
terior zone load of lights and people 
plus the maximum heat gain from 
the sun and transmission, based on 
a western exposure, at 4 p.m. in Au- 
gust with 95 F outside tempera- 
ture. Note that the load and cfm 
more than double when the glass 
ratio is increased from 20 per cent 
to 70 per cent. Also compared with 
the load of the interior zone space, 
the exterior load, even with 20 per 
cent glass ratio, is approximately 50 
per cent more. 

Ап important factor to consider 
when designing an air conditioning 
system for an exterior zone is the 
effect of downdrafts from a cold 
window or wall. Downdraft is caused 
by room air which, cooled by the 
cold glass, slides down the inside 
surface of the window and across 
the floor. The seriousness of this 
effect depends upon the surface tem- 
perature of the glass and the type 
of air distribution in the space. 
Without a counterflow of warm air 
upward from the windowsill, in ex- 
tremely cold weather the downdraft 
can blow across the floor at veloci- 
ties up to 100 ft per minute and 
temperatures 10 to 15 degrees below 
the air temperature at the breathing 
zone. Air distributed vertically from 
the windowsill, up the face of the 
window, and across the ceiling will 
effectively offset the downdraft and 
provide excellent room air distribu- 
tion with very little temperature 
gradient between floor and ceiling. 
If it is impossible, due to space con- 
siderations or other limitations, to 
provide air distribution from under 
the window, other means of provid- 
ing heat in that location, such as 
baseboard radiation, should be used. 

Another problem of the exterior 
zone of a building is the discomfort 
caused by radiation to large exterior 


glass and wall surfaces at low out- 
side temperatures. As yet, there is 
no effective solution to this problem, 
although it can be minimized by use 
of double glazing. This is not a seri- 
ous problem with low glass ratios or 
where temperatures normally stay 
well above the freezing mark. How- 
ever, in the modern, all glass build- 
ings, with 70 per cent or more glass 
area, venetian blinds must be closed 
or other shielding devices used to 
curtail this disturbing radiation ef- 
fect. 

Radiant panels in the ceiling have 
been used as а means to offset the 
effect of radiation to the cold glass 
area. This method has not proved to 
be the answer in all cases. 

In order to use the large areas of 
glass without substantially increas- 
ing the cost of the air conditioning, 
large overhangs, deep window re- 
veals, movable sun shades, and spe- 
cial tinted glass have all been used to 
reduce the sun load. 

As with the interior zone, simpli- 
fied operation and a less expensive 
control system will result if the 
building is occupied. This is partic- 
ularly true in buildings with high 
lighting loads because with the 
lights on heating will not be required 
until relatively low outside tempera- 
tures are reached. With modern 
high-intensity lights, heating is not 
a serious problem for office buildings 
today, but rather the main concern 
of the architect is to design a build- 
ing for maximum efficiency during 
the cooling cycle, which generally 
occurs during the major portion of 
the year. 


SELECTION OF THE 
EXTERIOR ZONE SYSTEM 


To meet widely fluctuating condi- 
tions of the exterior zone which may 
vary from maximum cooling to heat- 
ing in adjacent areas in the build- 
ing, а system must have two fluids 
which it can supply to a conditioned 
Space—one hot and one cold. There 
are at least two popular systems 
which can satisfy these conditions 
economically. First, the “all-air” 
double duct system which mixes cold 
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air with warm air to provide the 
necessary supply air temperature to 
satisfy the load. Secondly, the induc- 
tion type '"air-water" system which 
heats the ventilation air supply to 
offset the transmission loss and sup- 
plies cold water to the coil at the 
terminal unit to provide any cooling 
may be required. 

For some buildings the simplest 
and best system from a performance 
standpoint is the “all-air’ terminal 
reheat system. All of the cooling is 
done with the supply air, and any 
variations in temperature are ob- 
tained from a hot water or steam 
reheat coil at the terminal unit. 

A re-examination of the loading 
and cfm per sq ft required for a 
typical exterior zone will show that a 
tremendous amount of air will have 
to be supplied to take care of cooling 
requirements. In the north, where it 
is necessary to provide air supply or 
heating under the windows to offset 
downdraft, large supply ducts would 
be required for either a single duct 
terminal reheat system or a double 
duct design. An induction system 
euts air supply to the minimum re- 
quired for good ventilation, dehu- 
midification and flushing. With this 
System, the major portion of the 
cooling load can be handled with the 
chilled water coil fed by relatively 
small pipes. Only a small quantity of 
water is required to furnish the cool- 
ing capacity because water is over 
200 times more efficient as a heat 
carrying fluid than air. 

Even though adequate ventilation 
can be obtained by furnishing .25 
cfm per sq ft of outside air for an 
office building, the primary air of an 
induction system should be limited 
to а minimum of .4 cfm per sq ft 
to provide adequate flushing of odors 
and ample dehumidification capacity. 
This means that with an induction 
system only about one quarter of the 
air necessary for an "all-air" system 
needs to be supplied to the space, and 
а tremendous saving in the size of 
ducts and primary air apparatus will 
result. 

One disadvantage of the induction 
system compared with an “all-air” 
system is its limited capacity for 
flushing odors. The “all-air” system 


has а much greater supply air quan- 
tity which is returned from the room 
to a central station apparatus. Thus, 
smoke concentration and odors may 
becontrolled more efficiently. 

What then is the “break-even 
point" where an “all-air” system can 
be considered economically feasible? 
To answer this question, we must 
evaluate a number of factors: 


1. Geographical Location 

An “all-air” system should be con- 
sidered for a building in the South, 
Southwest or on the West Coast, 
where temperatures rarely go below 
30 F for more than a few hours at a 
time. In these regions, air can be 
distributed from ceiling or side wall 
outlets, where it is easier to find 
space for the large ducts required. 
Also, in some cities, particularly in 
the southwest, sheet metal is more 
economical to use than water piping. 


2. Glass Ratio, Orientation 

and Shading Devices 

An “all-air” system definitely should 
be considered in a building where 
the lighting load is relatively low 
and the glass ratio is 20 to 30 per 
cent. Several studies have been made 
which would indicate that an “all- 
air" system may compare favorably 
in owning and operating costs with 
an "air-water" system if the ex- 
terior loads do not exceed 30 Btu per 
Sq ft. Careful planning of the orien- 
tation of a building together with 
shading devices or special glass, may 
keep the exterior load within the 
economical limit for an “all-air” sys- 
tem. 


3. Space Required 

for Equipment and Ducts 
"All-air" systems undoubtedly would 
be more widely used in large build- 
ings if it were not so important to 
Save space. Ап induction system 
is more commonly used here, because 
the air supplied has been reduced to 
the absolute minimum and is dis- 
tributed at high velocity to further 
reduce duct size. 

High velocity distribution has 
been used with “all-air” systems for 
some time. However, before deciding 
on the use of a high velocity system, 
one should evaluate the added cost 


TABLE 4: DIAMETERS—ROUND DUCTS (in inches) 


DUCT DIAMETERS 


CFM 
1500 Fpm 3000 Fpm 

500 8 6 
1000 12 8 
1500 14 10 
2000 16 12 
4000 22 16 
6000 28 20 
8000 32 22 
10,000 36 24 
15,000 42 30 
20,000 50 35 
25,000 55 38 
30,000 60 42 
35,000 65 46 
40,000 70 50 


TABLE 5: INDUCTION SYSTEM MAXIMUM RISER SIZES 


BAY WIDTHS 


NO. 
OF 20 22 24 
FLOORS 
Cfm/sq ft Cfm/sq ft Cfm/sq ft 
2 4 5 4 
4 6 6 6 
6 7 7 7 
8 "d 8 y 
10 8 9 8 
12 8 10 9 
14 9 12 9 
16 9 12 9 
18 10 12 10 
20 10 12 12 


Based on— 15 ft Bay Depth * Up to Approx. 4000 ft/min. over 1000 сїт • up to approx. 2800 ft/min. under 
1000 cfm * 1 bay per riser. 


TABLE 6: AIR CONDITIONING TONS PER SQ. FT. 


RECTANGULAR BLDG. 
East- West Long Side 


SQUARE BLDG. 
АП Exposures 


RECTANGULAR BLDG. 
North-South Long Side 


WATTS Oriented Oriented 
PER = 
sa FT Per Cent Glass Per Cent Glass Per Cent Glass 
25 50 75 25 50 75 25 50 75 
3 .0029 .0032 .0035 .0029 .0032 .0035 .0031 .0033 .0036 
4 .0032 .0035 .0038 .0032 .0035 .0038 0033  .0036 .0039 
5 .0035 .0038 .0041 .0035 .0038 .0041 .0036 .0039 .0042 
6 .0038 .0041 .0044 .0038 .0041 .0044 .0039 .0042 .0045 
7 0041 .0044 .0047 .0041 .0044 .0047 .0042 .0045 .0048 
8 .0044  .0047 .0050 .0044  .0047  .0050 .0045  .0048  .0051 
9 .0047  .0050  .0053 .0047 .0050 .0053 .0048 .0051 .0054 
10 .0050 .0053 .0056 .0050 .0053 .0056 .0051 .0054  .0057 


Based On: Single glazing—Standard glass • White Venetian blinds • 95 F Dry Bulb, 78 F Wet bulb outside • 
75 F Dry Bulb, 45%4 В.Н inside • 100 sq ft per person * 0.25 cfm per sq ff outside air * Square building, 35% 
exterior zone * Rectangular building, 50% exterior * Exterior zone—15 ft deep * 9 fl celing * Net air 
conditioned area 75%, of Gross 
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of the system in comparison with 
space saved. 

The biggest saving in duct and 
apparatus space is obtained by low- 
ering the supply air temperature, 
thereby reducing the air quantity re- 
quired. It is impractical to go below 
a 50 F supply air temperature un- 
less an after cooling coil is used to 
remove the fan heat, or a blow- 
through system is designed where 
the fan heat is absorbed in the main 
cooling coils. 

Reducing the air quantity, of 
course, is the only way to keep the 
main air conditioning apparatus to 
a minimum size. Increasing air ve- 
locity merely reduces duct size. If the 
minimum air quantity can be dis- 
tributed to the terminal outlets at 
velocities under 2000 ft per minute 
without taking up too much duct 
space, a saving will be made in first 
cost as well as operating cost. If the 
velocity must be doubled in order to 
save space, the duct static pressure 
loss will go up four times, and the 
horsepower of the fan will approxi- 
mately double. In addition, noise will 
become a problem and the air ter- 
minal device will require a sound ab- 
sorber and pressure reducing sec- 
tion. When such a system also needs 
volume control, constant volume reg- 
ulators must be supplied at each out- 
let to maintain stability if the con- 
trols cause the duct pressure to fluc- 
tuate. 

Let us examine how much space is 
actuall saved when we design for 
high velocity with its added fan 
horsepower and system complica- 
tions. It is impractical to use rec- 
tangular ducts with high velocity, 
high-pressure systems because of 
extra bracing required. The most eco- 
nomical distribution is obtained with 
round, spiral conduit, which is rela- 
tively inexpensive and light enough 
to be installed in long sections at a 
considerable saving in labor. Con- 
duit, also, can be used for low veloc- 
ity, low pressure distribution sys- 
tems. 

For a given air quantity, doubling 
the velocity and thereby cutting the 
sq ft cross-section of the duct in half 
only reduces its diameter approxi- 
mately one-quarter. Furthermore, a 


low velocity rectangular duct can be 
used which would have the same or 
even a shallower depth than the 
round duct used for high velocity. A 
study of the space required for air 
distribution may reveal that it is 
more economical, particularly for an 
interior zone system, to use а low 
temperature, low velocity distribu- 
tion system. 

An “all-air” system will require 
return air ducts. They are usually 
located in the core of the building 
and serve as the exhaust system 
when 100 per cent outside air is used 
during intermediate seasons when 
the outside air temperature is low 
enough to provide necessary cooling. 
Return air fans are usually installed 
which either discharge air directly 
outside the building on the exhaust 
cycle or return the air to the intake 
of the supply apparatus on the re- 
turn cycle. 

The returns for an induction sys- 
tem are relatively small because of 
the low supply air quantity. A sub- 
stantial overall saving in duct space 
is one of the main advantages of 
this type of system for large multi- 
story buildings. 

Today, factory-assembled air han- 
dling units are available for large 
cfm capacities at fan static pres- 
sures up to 7 in. Table 3 gives the 
approximate apparatus room size for 
single duct, double duct and induc- 
tion system air handling equipment 
for various cfm capacities. This ta- 
ble is included as a guide to archi- 
tects so that sufficient space for ap- 
paratus can be planned in the early 
stages of the building design. 

Table 4 shows duct diameters for 
various air quantities at velocities of 
1500 and 3000 ft per minute. Table 5 
Shows the size of exterior risers for 
induction systems for а given num- 
ber of floors and various bay widths 
based on the minimum primary air 
quantity of 0.4 cfm/sq ft. 


4. Analysis of Owning 

and Operating Costs 

It is almost impossible to compare 
costs of owning and operating an 
"all-air" and an induction system be- 
cause the analysis depends upon so 
many factors which vary from build- 
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ing to building. Several main factors 
should be considered when making 
the comparison between the two 
types of systems. 

The fan horsepower of ап “аП- 
air" system will be considerably 
higher than the combined fan and 
water pump horsepower of the in- 
duction system. If a building re- 
quires night-time and weekend heat- 
ing, this can be done very simply 
with the induction system by merely 
running the water pump and using 
the terminal units as gravity con- 
vectors. With the "all-air" systems, 
the fans must be run to provide heat. 
However, two speed fans can be used 
to reduce the horsepower during the 
heating cycle, and may also be under 
the thermostatic control so that they 
are only in operation when the build- 
ing requires heat. Return air fans 
require considerably more horse- 
power with an “all-air” system than 
with an induction system. 

An induction system will require 
approximately the same amount of 
apparatus and duct space regardless 
of external zone load. In an “all-air” 
distribution system central appa- 
ratus and terminal size reduce as the 
exterior zone load decreases. There- 
fore а point is reached at approxi- 
mately 30 Btu per sq ft loading when 
an “all-air” system may compare 
favorably with an induction system 
in owning and operating cost. In 
addition, if overhead distribution is 
acceptable without radiation, an 
"al-air" system still will be less ex- 
pensive to install. 

With Table 6 the architect may 
calculate quickly the approximate 
tonnage required for air condition- 
ing a building. 

In summary, the choice of an air 
conditioning system for an office 
building must take into consideration 
that the loads in the interior and 
exterior zones are quite different in 
degree and character. The interior 
zone always requires cooling. The 
exterior zone will require cooling 
most of the time, but heating 
periodically on cold, cloudy days. The 
interior load generally is constant; 
the exterior load will fluctuate and 
will require more cooling than the 
interior. 


Low Silhouette Air Conditioner 


One of the problems confronting ar- 
chitects and engineers in the past 
has been how to use fan-coil air con- 
ditioners efficiently without creating 
unsightly interior and exterior dec- 
orator arrangements. The solution 
has been found in a new fan-coil unit 
called the ‘“Low-Boy” Airditioner, 
which is only 14% in. high or about 
half the height of standard fan-coil 
units. Designed specifically for floor 
level or low windows, the unit is 
centrally located at the window base 
a few inches from the wall so that 
the conditioned air blankets the 
window exposure, offsetting heat 
gain or loss and maintaining desired 
temperatures. At the same time it 
prevents obstruction visually or for 
light and provides ample clearance 
for draperies. 

The “Low-Boy” utilizes two small- 
diameter pipes and а condensate 
drain and is fed hot or chilled water 
from a central source. The pipes, 
drain and electrical lines are en- 


Product Reports 


Solves Window Wall Problem 


PIPING CONNECTIONS 


REVERSIBLE COIL 


ACCESS DOOR_(BOTH SIDES) 


DRAIN DRAIN PAN MOTOR 
closed in a metal cover or chase 
above the floor. 

The unit’s simple piping elimi- 
nates the need for expensive ducting 
with subsequent reduction of floor 
build-up. Also, the basic unit is ideal 
for existing buildings with only the 
addition of direct piping. No “rip- 
outs” are required to make room for 
central duct system. Individual room 
control assures maximum control 


BLOWERS JUNCTION BOX 


over heating performance, air de- 
livery and sound level. 

Some additional features are mul- 
ti-speed motor control, quiet орега- 
tion, low power consumption and 
ease of maintenance. 

Four standard units are available 
in lengths from 44 in. to 96 іп. and 
in a choice of six colors. Modine 
Mfg. Co., 1500 DeKoven Ave., Ra- 
cine, Wis. 


Epoxy Resins Replace Cement As Binder in Terrazzo-Type Flooring 


A newly available flooring material 
combines the classic beauty of ter- 
razzo with the cost saving advan- 
tages of modern plastics. Durazzo 
resembles conventional terrazzo, but 
utilizes an epoxy resin compound as 
binder instead of cement. Recently 
completed tests indicated that, on 
the average, Durazzo is one fifth the 
weight and one fourth the volume of 
conventional terrazzo, and provides 
greater strength and stability. Its 
surface is glossy, non-skid, non- 
glare, and impervious to acids and 
other harmful materials, and weath- 
er changes. Durazzo can be used in- 
side or out on roofs as well as floors, 
and in kitchens, rest rooms and other 
places where the use of terrazzo has 
been restricted by grease and water- 
staining problems. 

Aggregates are not limited to mar- 
ble, but may include stone, glass and 
metal as well as resilient mate- 
rials such as fibers and cork. They 
range in size from fine powder to 
egg size components. Vivid colors, 
hitherto impractical, are now possi- 
ble because they are locked in and 


made color fast by the epoxy resins. 

The trowel-applied material re- 
quires no dividing strips, unless de- 
sired, and a complete installation can 
be made in 24 to 48 hours over any 
smooth surface, the recommended 
thickness depending on the size of 
the aggregate selected. Every Duraz- 
zo installation is custom-formulated 
and engineered for the specific re- 
quirements to be encountered. Duraz- 
20, Inc., Garfield, N. J. 


more products on page 250 
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REINFORCED CONCRETE MASON- 
RY COLUMNS AND PILASTERS 
meets the needs of structural engineers, 
architects and builders for sound tech- 
nical information on the design and 
construction of reinforced concrete ma- 
sonry columns and pilasters. Included in 
the well illustrated book are typical 
column and pilaster sections, allowable 
axial and eccentric load values, rec- 
ommended minimum design require- 
ments, and recommended construction 
practices and details. 150 pp., $2.50. 
National Concrete Masonry Assoc., 1015 
Wisconsin Ave. N.W., Washington 7, 
D.C. 


Laboratory Equipment 

Metal Scientific Laboratory Equip- 
ment Catalog (A.I.A. 85-Е) covers 
complete line of industrial metal 
laboratory furniture, laboratory 
fume hoods, and plumbing and elec- 
trical fixtures. Catalog 109, 142 pp. 
Kewaunee Technical Furniture Co., 
3006 West Front St., Statesville, 
N.C. 


Sarco Condensed Catalog 

Gives technical details, dimensions 
and capacity data on the most widely 
used devices in Sarco’s line of steam 
traps, temperature regulators and 
heating specialties. 12 pp. Sarco Co., 
Inc., 685 Madison Ave. New York 
99 N- Le 


Forced Draft Scotch Package Units 
Describes Kewanee Scotch Type 
packaged boilers for high and low 
pressure commercial and industrial 
applications. These boilers can be 
fired with natural gas, all grades of 
fuel oil or a combination of both. The 
bulletin contains ratings, dimensions 
and technical data in easy-to-read 
tables. Bulletin No. 149D, 12 pp. 
American-Standard Industrial Divi- 
sion, Detroit 32, Mich.* 


Weather Sensitive Comfort Controls 
Folder gives complete information 
on how inside comfort can be gov- 
erned by Weather-Man, Weather-Flo 
and Weather-Chron controls for elec- 
tric heat, steam, hot water, warm air 
or radiant panel systems. Bulletin 
No. G-0260. Automatic Weather Con- 
trol Devices, Div. of American Ma- 
chine and Metals, Inc., Western 
Springs, Ill.* 


Penco Steel Lockers 

Describes and illustrates nine locker 
styles for use in offices, schools, in- 
dustry, etc. Also presented are locker 
design and construction features, 
and a planning aids section for more 
efficient, economical locker layout. 
Catalog No. 6000, 24 pp. Penco Div., 
Alan Wood Steel Co., 200 Brower 
Ave., Oaks, Pa. 


Lighting for Parking Areas 

Recommended Practice for Outdoor 
Parking Area Lighting discusses 
basic considerations in this type of 
lighting problem, and describes in 
detail types of equipment, pole spac- 
ing and mounting heights. Sections 
on minimum illumination require- 
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ments, color, economics, and recom- 
mended maintenance are also in- 
cluded. 504. Publications Office, Il- 
luminating Engineering Society, 
1860 Broadway, New York 28, N. Y. 


Porcelain Enameled Tanks 

2.. for Domestic Hot Water Serv- 
ice describes the tank metal, its por- 
celain enamel lining, and other de- 
tails such as tank capacity, working 
pressure, cathodic protection, inspec- 
tion, testing, marking and labeling. 
Commercial Standard CS115-60, 10¢. 
Superintendent of Documents, U. S. 
Government Printing Office, Wash- 
ington 25, D. C. 


Condulets for Corrosive Locations 
(A.LA. 31-C-71) Bulletin 2699 is а 
reissue with additional information. 
Corrosive substances are listed in 
tabular form with appropriate cor- 
rosion-resistant metals and finishes 
used in Crouse-Hinds Condulets. 18 
pp. Crouse-Hinds Co., Syracuse 1, 
N. Y. 


Simpson Acoustical Products 
(A.LA. 39-B) Describes and illus- 
trates acoustieal products such as 
Forestone woodfiber acoustical ceil- 
ing tile; Forestone ceiling board and 
roof deck; standard and random 
drilled acoustical tile; fissured min- 
eral tile; and others. 20 pp. Simpson 
Logging Co., 2032 Washington Bldg., 
Seattle 1, Wash.* 


Fountain Catalog 

Presents information on soda foun- 
tains and soda units equipped with 
Super-Soda draft arms and matching 
stainless steel ice cream cabinets. 
Specific parts are described and op- 
tional equipment is listed. The Bas- 
tian-Blessing Co., 4203 W. Peterson 
Ave., Chicago, Ill.* 


Polyethylene Plastic Pipe 
Commercial Standard CS197-59 cov- 
ers improvements made in flexible 
polyethylene plastic pipe and re- 
quirements for material, workman- 
ship, dimensions, working pressure, 
field pressure, etc. Methods of mark- 
ing and indicating compliance are in- 
cluded. H. A. Bonnet, Commodity 
Standards Div., U.S. Department of 
Commerce, Washington 25, D. C. 


*Additional product information in 
Sweet’s Architectural File 
more literature on page 281 


another 
BRIGHT 
IDEA 

from : 
ENGINEERS |] , 


at рд YLIGHT | 
PENN | VENTILATION 
IN ONE LOW ROOF EXHAUSTER 


^" PENN LITEX 


Two important benefits — natural light and moving air — 
have now been brought together in one wide area, low 
silhouette gravity roof exhauster, the Penn Litex! Ideal 
for any building where inexpensive daylighting is neces- 
sary, the Litex features a new engineering concept where 
light is emitted through translucent fiberglass weather- 
caps and dampers that operate manually or automatically. 


Тһе Litex is an expansion on the design of the standard 
Penn Linex gravity exhauster. Air currents are moved 
silently and efficiently. Modular units may be used in un- 
limited lengths to provide continous light and ventilation 
for warehouses, factories, gymnasiums, etc. 


Complete information and performance data, including 
tables of illumination are provided in Bulletin LTX-59. 
Write for your copy today. 


) 
1. VENTILATOR CO., Inc. 


| 
M 
PHILADELPHIA 4O, PENNA. 


A leading manufacturer of Powered and Gravity Roof 
Exhausters and Accessory Equipment for over 30 years. 
Charter Member of AMCA 


Penn Ventilator products are available throughout the Free World. 
One of many direct factory representatives at your service: 


R. J. Coughlin Co., Detroit, Mich. 
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JOMNS MANVILLE 


| Box 14, AR-10, New York 16, М. Y. 

1 

] Please send me, without obligation, your facts and 

1 data booklet оп Transite Pipe Storm Water Drainage 

| and Storm Sewer Systems. 

i-o ————————— ——— 
| 

| ADDRESS. 

І 

| 

| ӨРЕ ree e M Lo NE 
1 

| COUNTY. STATE 
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| Saves Steps, Saves Time, 
` Saves Money... / 


TALK-A-PHONE 
INTERCOMMUN ICATION 
The Accepted Symbol of Quality and Dependability 


Only the New TALK-A-PHONE has these exclusive features! 


e DYNASONIC SELECTOR. Select station performance, 

intermix or change as needed. 

| ө MULTI-MAGIC STATION SELECTOR. Up to 50-station 

| capacity in same attractive cabinet. 
e "PRIVATE" or "NON-PRIVATE" MASTERS and STAFFS. 
Converse in privacy, answer calls from a distance. 

@ NOISE-FREE, VOICE-RANGE POWER. Rugged, All- 
Transistor, high-gain amplifier provides exceptional 
clarity and naturalness of tone. 

PLUS... Incoming Call Chime; Busy Signal; Monitor-: 
ing Signal; External Relay Control; Reciprocal 
Power Supply ... all as standard features of the 
New TALK-A-PHONE 

Proportioned like a bool, only 3-inches high. The look 

and feel of fine-grained leather, with the strength and 

rigidity of steel. In charcoal gray and brushed chrome. 
АЛ.А. File Number 31-1-51 
Write for free S TALK-A-PHONE co. 
brochure and пате of V Dept. AR-10, 5013 N. Kedzie Ave., 
nearest distributor W Chicago 25, Illinois 


Î COMPLETE REFRIGERATION 
SYSTEM ON 14" x 46" 
PANEL AVAILABLE 
FOR MANY SIZES 


| | e Hermetically sealed 
freezers | | * Ready to operate 


І 
I 
1 = 
T - 
| ІК i 
1 waik-ins 
| Aluminum or steel sectional construction 
| mirage Strong! Efficient ! You can assemble any size cooler, 
T reezer or combination in any shape from standard sections. Add 
| sections to increase size as your requirements grow Easy to dis- 
1 assemble for relocation. 
ARCHITECTS: see 8 pages of engineering data i 
: t 
| um a g g data in Sect. 26/A of 
i | Bally Case and Cooler, | Ball 
1 h 7 nc., a у, Ра. 
Get details — write Dept. AR-IO for FREE book. 


In this new shopping center, building facing, as well as canopy soffet 
are EGSCO Shadowall Panels. Color is baked-on epoxy enamel. Can- 
opy facia was specially formed of the same durable metal and color. 


For this age of colorful buildings... 
EGSCO. Wall Panels in COLORGARD 


Decorative building facing of the parapet 
type is just one more example of the archi- 
tectural usefulness of EGSCO metal wall 
panels in color. The stable color of these 
panels, together with their availability with 
or without insulation greatly increase their 
versatility for all types of building wall 
components. 

EGSCO panels with their wide range of 
color and configuration may form an entire 
curtainwall, or are easily adapted architec- 
turally and structurally to other wall com- 
ponents of metal, masonry or glass. 

Relatively low in material cost, fast erec- 
tion through a unique assembly design vastly 


cuts construction man-hours providing a 
truly economical wall without sacrifice of 
structural soundness and durability. Their 
finished beauty is further enhanced by in- 
visible fastening and seams. Wall heights to 
40 feet or more may be had without hori- 
zontal lap joints. 


Consult Sweet's Architectural or Indus- 
trial Construction File for complete descrip- 
tion and specifications on EGSCO Metal 
Wall Panels in Color and other EGSCO 
metal building products. 


Or consult the EGSCO sales engineering 
office nearest you. 


ELWIN G. SMITH & CO., INC. 


PITTSBURGH 2, PA. 


WILLIAMS ST. 
Manufacturers of e EGSCO? Metal Wall Products 


BOSTON * CHICAGO е CINCINNATI * CLEVELAND * DETROIT * TOLEDO • NEW YORK • PHILADELPHIA • PITTSBURGH 
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Product Reports 


continued from page 245 


Pole Top Luminaires 

Internally ballasted luminaires for 
pole top mounting provide high level 
lighting for outdoor areas. They are 
equipped with a glass refractor de- 
veloped for 1000-watt mercury lamps 
giving high efficiency, even light dis- 
tributionand low brightness. Installa- 
tion economy is achieved through a 
35 ft mounting height when installed 
on 30 ft poles. Constructed for easy 
cleaning and lamp replacement, the 
luminaires are available in aluminum 
finish or a choice of six pastel colors. 
Line Material Industries, McGraw- 
Edison Co., Milwaukee 1, Wis. 


School Heating, Ventilating System 
A new method for heating and venti- 
lating schools will reduce costs by as 
much as ten per cent, according to 
the manufacturer. Working on the 
principle of high velocity induction, 
the system is similar to the forced 
warm air systems commonly found 
in homes but differs from them in 
that more air is circulated and each 
outlet contains a coil for reheating 
room air induced through it. The re- 
heat coil acts like a baseboard con- 


vector at night and during week- 
ends, eliminating the need to send 
warm air from the central system 
into the rooms during this period. 
The central system also permits 
easier maintenance, reduced noise 
and the use of a larger and more ef- 
fective filtering apparatus. Carrier 
Corp., Syracuse 1, N. Y. 


Vinyl Electrical Conduit 
Koroseal conduit is recommended by 
its manufacturer for all types of elec- 


trical conduit systems and telephone 
circuits, especially where unusual, 
corrosive conditions exist, and is said 
to save up to 60 per cent in installa- 
tion costs. Koroseal conduit fits the 
contours of installations and can be 
quickly snaked into place. Because 
its lightweight, shipping costs are 
reduced and lighter structural sup- 
ports can be used. It is fire-resistant, 
self-extinguishing and will not sup- 
port combustion. B. F. Goodrich, 
Akron, Ohio 

more products on page 254 


TRANSOM 


So Pe he 
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OF DOOR 


HEAD SECTION 
CONSTRUCTION DETAILS 


for LCN Closer Concealed-in-Door Shown on Opposite Page 


The LCN Series 304 Closer’s Main Points: 


An ideal closer for many interior metal doors 

Mechanism concealed within door; flat arm not promi- 
nent, and provides high closing power 

Door is hung on regular butts 

Closer may have regular arm or hold-open type, 90-140° 
or 140-180°, as desired 

Hydraulic back-check protects walls, etc., on opening 

Door and frame easily prepared by metal fabricator. 

Closer can be installed at factory or at job site. 


Complete Catalog on Request — No Obligation 
or See Sweet’s 1960, Sec. 18e/La 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Canada: Lift Lock Hardware Industries, Ltd., Peterborough, Ontario 


THE PIUS ХІІ MEMORIAL LIBRARY OF ST. LOUIS UNIVERSITY 
ST. LOUIS, MISSOURI 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Construction Details on Opposite Page 


! 
| 
4 
i 
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{ 


pr 
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yw ке. Ne 4X. 
ео А. Daly Company, Architects 
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Founded in 1836, Riggs National Bank is not only the largest 
but one of the oldest in the nation's capital. In keeping with 
management's belief in the value of experience, sound engi- 
neers for the bank chose reliable ALTEC equipment for its 
sound system. Throughout the world —for public and private 
institutions, auditoriums, stadiums, hospitals, schools, 
churches, shopping centers, for government, commercial and 
industrial buildings — engineers and architects depend on 
the sound leadership of ALTEC engineered sound products. 

Through the years, ALTEC sound systems serve to 
strengthen your reputation. Because, like all ALTEC prod- 
ucts, they're designed for dependable service under all 


Riggs National Bank Sound Engineer еее ALTEC 


Board Room 


<] 1-755A — Reception Room 


<] 1-755A— Meeting Room 
Altec System in (60-seat) board room of Riggs National Bank. 


conditions—for longer life, ease of installation and service. 
Hundreds of ALTEC engineer-consultant-contractors are 
ready to serve you—across the land—with more than 100 
different ALTEC commercial sound components and/or 
systems designed to your specifications. Before you specify 
commercial sound equipment, talk to your nearest ALTEC 
contractor. He's listed in the yellow pages, or write to ALTEC 
at the address below. See our catalog in Sweet's Architectural 
file 34/AL; Industrial Construction File 17e/AL, 1960 Edition. 

*Shrader Sound, Washington, D.C. 


© 1960 Altec Lansing Corporation 


ALTEC LANSING CORPORATION 
Dept. AR- 15D 

A subsidiary of Ling-Temco Electronics, Inc. 
1515 S. Manchester Ave., Anaheim, California 
161 Sixth Avenue, New York 13, New York 


ALTEE 


LANSING CORPORATION 


Zupaud -o-flash 


IN CURTAIN WALL CONSTRUCTION 


BEND DOWN IN 
THE FIELD 


1 


ж 


Expand-o-flash is 
available in copper, 
aluminum and stain- 
less steel. Write 
for further details. 


FLASHING DETAILS 
TYPICAL CURTAIN WALL 


et tery 
cat] 


Curb roof 
expansion joint. 


Low profile 
expansion joint. 


LAMONT « RILEY СО. 


300 SOUTHWEST CUTOFF, WORCESTER 7, MASS. 


(ER) 


252 ARCHITECTURAL RECORD October 1960 


for dishwashers “ glasswashers 
peelers + mixers and accessories 


LOOK TO 
BLAKESLEE 
ШІ 


1 А 


` 'gIAKESLÊÊ 


catalog number 


"26b 


in the 1960 (6) 
SWEETS ARCHITECTURAL FILE 


Dept. 127-D 
1844 S. Laramie Ave, 


б. S. BLAKESLEE & CO. 35.5; ате Av 


New York е Los Angeles е Toronto 


B VA SF 


Western Electric Distributing House 


Arlington, Virginia 


2 C floors serve Wesfern Elecfric 


More and more architects across the nation are specifying Vina-Lux vinyl asbestos tile because . . . 


А ІГ5 an honest product skillfully made by men dedicated to quality. 


A It’s a vinyl flooring reinforced with asbestos fiber — stable, durable 
and attractive. 


It's available throughout the United States through responsible outlets. 


A 105 made by a company earnestly trying to serve the architect with 
constantly improved products that solve architectural floor problems. 


А Finally, Vina-Lux performance is guaranteed by its maker. 


For complete specification data and color chart, consult Sweet's Architectural File or write us. 


AZROCK FLOOR PRODUCTS DIVISION 


Specialists in the manufacture of vinyl asbestos tile and asphalt tile flooring 
UVALDE ROCK ASPHALT CO. • 516-A FROST BANK BLDG. • SAN ANTONIO, TEXAS 
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When lights go out 


The Exide Emergency Lighting 
System takes over 


Emergency power source 
Powerful Exide Batteries can 
handle lighting loads for entire 
buildings. Long service life— 
up to 25 vears is common. 


This emergency system prevents losses from panic, 
injury, damage and theft. 


Sudden darkness from power failure can bring 
heavy losses. You need Exide Emergency Lighting 
Systems to provide the necessary illumination 
at such a time. 


It is wise to plan for this fail-safe source of light 
when the building is designed. Exide supplies sys- 
tems to suit structures of any kind and size— 
theaters, schools, hospitals, stores, factories and 
public buildings. Plan for long-range economy 
with the built-in protection of Exide Emergency 
Lighting Systems. Get all the facts—write Exide 
Industrial Division, The Electric Storage Battery 
Company, Philadelphia 20, Pa. 


Exide 


The Electric Storage Battery Company 
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Product Reports 


Aluminum Structural Panel 

A panel composed of two flat sheets 
of aluminum bonded to a core of 
either corrugated or delta-formed 
aluminum sheet is expected to speed 
and simplify construction of homes 
and other buildings. The corrugated 
core gives the entire panel struc- 
tural strength and air pockets pro- 
vide adequate insulation. No sheath- 
ing, masonry, painting or finishing is 
necessary. Reynolds Metals Co., 
Richmond 18, Va. 


ал 


е Pa 


2 


MEE LI 


Dimmer Wall Switch 
The Hi-Lo Dimswitch, a new elec- 
tronic dimmer, makes it possible to 
tune room lights to 30 per cent 
brightness as well as full off and 
full on. In the dim position, it uses 
proportionate current, thus decreas- 
ing electrical costs and increasing 
lamp life. The switch, which matches 
standard wall switches in size, shape 
and finish, operates on single pole, 
three-way and four-way circuits and 
comes in either regular or inter- 
changeable QST size for single or 
multiple gang boxes. Slater Electron- 
ics Corp., 45 Sea Cliff Ave., Glen 
Cove, N. Y. 

more products on page 260 


ІМ ARCHITECTURAL DESIGN ese 


color is certainly one important 
factor, and Hanley Company offers 
you building materials (Duramic® 
Glazed Brick and Duramic Glazed 
Structural Facing Tile) that meet 
this important consideration. Our 
color specialists have developed 
an excellent range of true colors 
to meet your most exacting speci- 
fications. Standard colors run from 
rich solids to beautiful pastels... 
some with speckle, mottled or 
matte finish... there are 49 in all. 
Wl Design with the knowledge that 
here is a material that will not fade, 
is self cleaning, made from the 
finest Pennsylvania clays, and in 
the widest range of colors. Our 
sales people will be happy to assist 
you in any way with the s 


HaNLEY COMPANY, 


One Gateway Center, Pittsburgh 22, Pennsylvania 


Sales Offices: New York 
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NEW! PEDI. 


with built-in pr 


E 


otection 


Жр E 


2521 


Positive back stop 90% ог 105° 
hold open 90? or 105% 


Latching speed slowed 


Shocking stops overcome by 
by hydraulic cushion 


Hydra-Cushion slowdown 


The new Dor-O-Matic Hydra-Cushion concealed-in-floor door | 
control gives maximum protection to doors and frames. Stops | 
and overhead holders which cause damaging shock when doors 
are banged open are unnecessary! Now doors are gently cush- 
іопеа to a stop by an adjustable hydraulic action as they 
approach open position. No need for expensive, heavy-duty 
anchor or pivot reinforced hinges because the Dor-O-Matic 
Hydra-Cushion eliminates the damaging stresses transferred to 
hinges and door frames when doors are brought to a smashing 
halt. Positive built-in back stop . . . and built-in hold open... 
eliminate door or floor applied stop devices. 

Available for either offset or center pivoted doors. Write for | 
complete information on these new Мо. 2500 and 2600 series | 
Hydra-Cushion door controls. | 


9319 


— i] | 


Eliminate damaged doors, frames, butts . . . overhead door holders . . . overhead door closers 
1358 West Wilson Avenue 


DUR -U-MATIU Sess: 


= CANADA: Dor-O-Matic of Canada, Ltd., 550 Hopewell Ave., Toronto 10, Ontario 


division of REPUBLIC INDUSTRIES, INC. 
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Product Reports 


Recessed Lighting Unit 

А 40 degree recessed “wall washer" 
unit, completely prewired, has been 
developed for specialized lighting 
applications. The diecast one-piece 
frame is 715 in. square with a finish 
opening 634 in. square. Sixty-watt 
bulbs are recommended. Prescolite 
Mfg. Co., 2229 Fourth St., Berkeley, 
Calif. 


More Efficient Fluorescent Lamp 
А new phosphor combination now 
makes possible a fluorescent lamp 
that not only provides higher effi- 
ciency but also greater economy іп 
lighting costs. It is designed to pro- 
vide 15 per cent more light than 
standard 40-watt lamps, and 36 per 
cent more than daylight-type lamps. 
Made in the universal preheat, rapid- 
start design, the lamp fits all present 
fixtures and ballasts. Westinghouse 
Electric Corp., Box 2278, Pittsburgh 
80. Pa. 


Sound-Reducing Safety Glass 

А combination of transparent panels 
of a special laminated safety glass 
and Saflex polyvinyl butyral plastic 
sheet helps in suppressing many un- 
desirable noises. This new material 
is “tuned” to be especially effective 
in damping sounds at frequencies of 
1,000 to 4,000 cycles per second, the 
range of many vocal and mechanical 
sounds. Monsanto Chemical Co., 
Springfield, Mass. 


Nylon Floor Tile 
A new floor tile made of shredded 
nylon plus other chemicals and pig- 
ments provides toughness, wear-dur- 
ability and anti-skid qualities. Suita- 
ble for both indoor and outdoor use, 
it is resistant to acids, alkalis and 
cigarette burns, and requires no pol- 
ishing. It comes in solid colors and 
simulated marble patterns. High 
Point Chemical Co., Inc., Port Wash- 
ington, L.I.,N.Y. 

more products on page 264 


Great new things 
are shaping up in concrete block 
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Block shown is a product of Wurdig Industries, Bloomfield, Conn. 


provides the right mortar 


This is "slump block." It is a decorative concrete masonry unit that resembles adobe brick or weathered stone. 
Usually integrally colored, "slump block" produces unusual effects in masonry construction. It is available from 
local concrete block producers in a variety of widths, lengths, colors and textures. 


Whether "slump block” or other masonry units аге used, ATLAS MASONRY CEMENT continues to be the preferred 
basic material in mortar. It makes a smooth, workable mix... gives a strong bond... provides durable joints that 
are uniform in color. Complies, too, with rigid ASTM and Federal Specifications. Literature on request. Universal 
Atlas, Dept. M, 100 Park Avenue, New York 17, N. Y. 


Universal Atlas Cement 
"i Division of 
—— ЧИИР United States Steel 


OFFICES: Albany • Birmingham * Boston - Chicago * Dayton * Kansas City + Milwaukee * Minneapolis * New York * Philadelphia • Pittsburgh * St. Louis • Waco 
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175 FLUSH 
TO WALL 
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124" m 


LEAVES 6 TO 10 INCHES MORE SPACE FOR MODEL WL7D—7 ОРН capacity 
TRAFFIC THAN COOLERS WITH EXPOSED MODEL WLI1D—11 GPH capacity 


PLUMBING Dimensions: 12/2" deep, 15" wide М.ини 
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NEW 
ULEAN 
LOOK : 


WATER 
COOLERS! 
WESTINGHOUSE ON-THE-WALL COOLER 


This slim, smartly styled “Wall Line" Water 
Cooler offers special advantages not found in con- 
ventional coolers. A real space-saver, it extends 
only 1215 inches from the wall. Other coolers with 
exposed plumbing jut out from 6 to 10 inches 
further. 

By completely enclosing unsightly plumbing, 
the new Westinghouse ends cleaning problems. 
There’s nothing to catch trash under or behind 
it—nothing to become scuffed. Units may be in- 
stalled at any desired height. When they’re 
mounted on the floor, the bubbler’s just right 
(81 in.) for children. The new Westinghouse On- 
the-Wall Cooler is one of a line that gives you 


Westinghouse 


complete flexibility in cooler placement—flush to 
wall... on the wall... and in the wall. For full 
information, call your Westinghouse Distributor, 
listed under “Water Coolers” in the Yellow Pages. 
Or fill in and mail the coupon to us. 

Specify Electric Water Coolers for school use 


—only slightly higher than non-refrigerated wall 
fountains. You can be sure...if it’s Westinghouse. 


ni — — — — سے سے‎ елеме سے‎ a —— i د س س ست سے‎ e 1 1 
| WESTINGHOUSE ELECTRIC CORP., | 
| Water Cooler Department | 
| Columbus, Ohio | 
| Gentlemen: Please send full information on your new | 
| “Wall Line" Water Coolers. ! 
| МАМЕ | 
| COMPANY 
| ADDRESS | 
| CITY/ZONE. STATE. — | 
l AR-10 1 
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Product Reports 
CURE VORN 


GRIFF 


- 7 
Pad Mounted Transformer 
A new commercial pad mounted 
transformer, low in cost and versa- 


tile in application, has been espe- 
cially designed for suburban areas 
with heavy low voltage load concen- 
tration. Elimination of all unneces- 


N 


j 4 sary gauges and accessories results 
™ T" in an uncluttered exterior with locked 

0) and tamper-proof high and low volt- 

% age enclosures which accommodate 


either cable or bus work. Available 
in three phase sizes. Allis-Chalmers 
Manufacturing Co., Milwaukee 1, 


3 Wis. 


j А 
| ) 
$ 
H ы - f ы - 
а Multicare Unit for Patient Care 

: | А new hospital casework unit de- 
| ; signed to answer the needs for hos- 
x % pitalized patients’ comfort and mo- 

>. ж 


rale, consists of table top with stor- 
age below, wall service panel, cubi- 
cle curtain and wardrobe space. The 
unit extends from the wall adjacent 
to the patient's normal bed position. 
Some of the advantages for both pa- 
tient and hospital staff are patient's 
access to room controls, direct com- 


For over 60 years, Architects and Hardware Consultants have recog- 
nized Griffin as “А Good Name to Specify!" Why? Because when you 


specify Griffin, you specify a product made by craftsmen . . . a product | munications and personal needs nor- 

unsurpassed in quality and performance... a product designed to meet mally available only to the nurse. Ba- 

all architectural and building specifications. Whatever sic units are custom-made to meet 

your hinge requirements may be, Griffin is a good name individual hospital requirements. 

to specify! Write today for free catalog. Griffin Manu- St. Charles Hospital Casework Sys- 

facturing Company, Erie, Ра. GRIFFIN HINGES DT Charles Mfg. Co., St. Char- 
ев, Ж 


264 ARCHITECTURAL RECORD October 1960 


Used by 
ST. LOUIS 


HAWKS 


NEW BACKSTOP 
by MEDART... 


* Portable! 
* Folding! 
* Rigid! 


MODEL 202 


No overhead pipe suspensions — ready for play in 
minutes — rolls easily, quickly into storage 


Model 202 eliminates custom-built overhead sus- 
pensions, cables, winches and costly installation 
without the slightest sacrifice of rigidity. 


Four of the Model 202 replace six suspended 
backstops normally used in most gyms—4 for 
practice, 2 for spectator games. 


Compact! Model 202 folds to a height of only 50", and Extremely rugged construction. For play, base 
requires a storage floor space of just 54" or 72", depend- rests on floor-protective pads and is anchored 
ing on type of bank, x 121". Backstop is quickly raised into 4 floor plates. 

to playing position with an easily-operated hydraulic For easy moving, a single handcrank raises back- 
pump, or lowered to folded position in seconds by stop on to 4 rubber-tired ball-bearing casters 
release of a safety lock and valve. that protect the finest floor finish. 


Furnished with official fan-shaped or rectangular 
backboards of glass, steel or wood. 


Protective laced-on pads for vertical support 
column and braces, as well as base, available. 


Ask for complete details. 


Pay DART 


FRED MEDART PRODUCTS, INC. е 3540 DEKALB STREET . ST. LOUIS 18, MISSOURI 
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Universal-Cyclops equips new Coshocton plant with 
PERFECTION ScHWANK jag Infra-Red Heaters 


After an extensive investigation of all types and methods of space 
heating, Universal-Cyclops Steel Corporation chose Perfection 
Schwank Gas Infra-Red Heaters as the best available method of 
heating their new ultra modern stainless strip steel plant at Coshocton, 
Ohio. They have installed Perfection Schwank Heaters exclusively 
except for office areas and use (352) 48,000 BTU units to maintain 
a constant temperature of 65?F. over a high bay floor area of 
320,000 square feet. These units provide silent and trouble-free 
operation. In addition, the working conditions maintained by these 
heaters, uniform temperature, warm floors and machinery, and 
cleanliness are a boom to production and a great asset in the close 
tolerance, fine finish operation to produce Universal-Cyclops high 
quality stainless steel. 


Satisfaction such as this is standard among the more than 25,000 
enthusiastic users of Perfection Schwank Gas Infra-Red Heaters. 
Call, write or wire for complete information. 


CASE HISTORY 


80” Wide, 785” long, 52' high main bay of Universal-Cyclops 
Coshocton Plant. The entire plant (exclusive of office space) is 
heated by Perfection Schwank Gas Infra-Red Heaters; has 
concrete floors, insulated steel roof and non-insulated walls. 


Approved by 

А.С.А., 

Underwriters, 

os С.С.А. and С.5.А, 
PIONEERS IN GAS INFRA-RED HEATERS 


Under Schwank U.S. Patents 2,775,294 and 2,870,830 and pending applications. 


/\PERFECTION 1135 Ivanhoe Rd., Cleveland 10,'Ohio 


division of Hupp Corporation / licensee of American Infra-Red Radiant Co. 


The Solomon R. Guggenheim Museum, New York, New York 
Architect: Frank Lloyd Wright 


General Contractor: Euclid Contracting Corp., New York, New York 
ONLY | 


REINFORCED CONCRETE 
Provides such Freedom of Design 


Mum 


AD 


Interior view of the museum showing spiral ramp galleries. 


ы. As а pioneer in contemporary building design, Frank | | 

Pr Lloyd Wright used reinforced concrete freely in the Concrete Reinforcing Steel Institute 
hievement of his most outstanding building designs A демен рса аа 

дешет > E Б 4651515. Chicago 3, Illinois 

His famous Guggenheim Museum in New York City 

is a monument to his creative genius and an excellent 

б example of the design freedom possible with this flex- 

Et ible construction material. aerate 


ІР STEEL INSTITUTE 


Ж 


16-6 
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А unique departure from the tradi- 
tionalis the three-sided communion 
table, situated at the left below the 
choir loft. The floor area shown is 
ceramic tile. Natural wood finishes 
and surrounding painted surfaces 
add contrasting texture to the ad- 
joining brick and glass. 


Тһе uncluttered space contributes 
to the congregation's full view of 
the church. Folding doors form a 
background for the lecturn and 
chairs of the clergy. When these 
doors are open this area can be 
utilized as a stage or platform for 
other church activities. 


rum A 


The rear of the church houses a 
glass enclosed, sound-proof "cry" 
room for small children accompa- 
nied by their parents. A decorative 
planter and superbly-modern light- 
ing fixture are tasteful, visual sur- 
prises greeting worshipers. 


Architect: 

W. C. Muchow 
General Contractor: 
Robert W Mier 
Painting Contractor: 
20th Century Painters 


BRENTWOOD METHODIST CHURCH 


Denver, Colorado 


UNUSUAL SIMPLICITY AND BEAUTY 
DISTINGUISH THIS DENVER CHURCH 


A master plan for future development provides for this new structure, 
now used as a church, to eventually become an educational wing. The 
form lends itself well to its present use, while P&L Calibrated Colors® 
enhance this particular style of architecture. 


Professional-level, color planning service by experienced Pratt & 
Lambert representatives...the suggestion of distinctive color plans, in 
addition to recommendations of authoritative painting specifications, is 
available upon request and without obligation. Please write: Pratt & 
Lambert Architectural Service Department, 3301 38th Ave., Long Island 
City 1, N.Y., 4900 S. Kilbourn Ave., Chicago 32, Ill., 75 Tonawanda St., 
Buffalo 7, N.Y., 254 Courtwright St., Fort Erie, Ontario. 


the paint of professionals 


NEW YORK е BUFFALO е CHICAGO ө FORT ERIE, ONTARIO 
for over a century 


Design a school 


us 
--... 


around the classrooms 


You are planning a building to “learn іп” 

so the core of your design will be efficient classrooms or “learning spaces.” 
Classroom productivity calls for the right indoor climate at all times 

and flexible facilities that encourage pupil participation—active learning. 

You meet both these needs with one investment in the Nesbitt 600 Line. 

This classroom ensemble includes a Nesbitt Syncretizer unit ventilator or a 
Nesbitt Year-Round air conditioner integrated with a colorful variety of 

newly designed fixed or mobile utility cabinets and a stainless steel sink-bubbler 
—and with Nesbitt Wind-o-line radiation when this added protection is required. 
You know Nesbitt: an originator, not an imitator, of classroom comfort equipment, 
and a company whose assurance of service for the life of the building is clearly 


reflected by its enviable record of proved performance for the past 43 years. 


Prepare for year-round classroom use 


Ш A longer school year is looming as an economic necessity. 
Summer comfort conditioning for classrooms helps to realize 
this economy by reducing the plant cost per pupil-hour. 

Many schools on nine-month schedules already need mechanical 
cooling and dehumidification at certain times of year. 


Where summer classes are being held or are contemplated, ROU OE 0 У 
the Nesbitt Year-Round system is a justifiable investment. “ 

As you well know, designing the building for most economical з қ 2 
air-conditioning use can save more than enough to pay for the i 2%; е ДІ, 2 ё 
difference in cost between the two systems. . . but either way: j = = 
going Nesbitt will mean more learning per school dollar. / 
Send for publication SP-1060. 


MADE AND SOLD BY JOHN J. NESBITT, INC., PHILADELPHIA 36, РА. 


Sold also by American Standard Industrial Division, and American Standard Products (Canada) ltd. 


If cushioned pews 
aren’t built like this 
... they just aren't 


Endicott-Quality 


CUSHION-EZE WITH 
PATENTED PERMA-DOWEL 
CONSTRUCTION* 


CHANNEL DESIGN 


provides ventilating action, 
clothes never stick to seat 


PURE 
FOAM RUBBER 


never loses its "spring" 
never mats down, 
always resilient 


PERMA-DOWEL 
CONSTRUCTION * 


provides proper tension 


aged and cured, are permanently, prevents COVERING қайты... = 


contoured for maximum unsightly wrinkles or sags is permanently 
comfort ру В attached, can't pull loose 


QUALITY WOODS, 


carefully selected, properly 


X*PERMA-DOWEL CONSTRUCTION IS EXCLUSIVE IN THE CUSHION-EZE PEW AND IS PATENTED UNDER U.S. PATENT NO. 2,703,603. 


Тһе quality of Endicott pews is often apparent at first glance (due to 
their seven-coat soft, lustrous finish). But Endicott quality is more than 
surface deep—it’s built in^ Only Endicott has Cushion-Eze with 
patented Perma-Dowel construction. 
What a difference this feature makes in attention-holding comfort, 
long-lasting beauty, ease of cleaning and trouble-free maintenance! 


For more of the “inside story" write or call 


A CHURCH FURNITURE 


DEPT. AR010 
WINONA LAKE, INDIANA 


ORIGINATORS AND MANUFACTURERS OF IMPERIAL AND CRESTWOOD PEWS « CUSHION-EZE 
AND ADD-A-CUSHION FOAM CUSHIONING • CUSTOM-DESIGNED CHURCH FURNITURE 
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LIGHTING FOR 3 ARCHITECTURE 


The Lighting System: Fixture Facts 
and Building Factors 


CREDITS 


1. Courtroom. Courtesy Eggers Plywood Co. 
2. University of South Carolina, Columbia, 
S. C. Lyles, Bissett, Carlisle & Wolff, 
Archts.; Edward D. Stone, Assoc. Archt. 
Photo: Joseph W. Molitor 

3. Warren Methodist Church, Warren, Mich. 
Yamasaki, Leinweber & Assocs., Archts. 
Photo: Baltazar Korab 

4. Southland Center, Dallas, Texas. Welton 
Becket & Assocs., Archts. & Engrs. Photo: 
John Rogers 


page 229 
C. 


1. Pepsi Cola Building, New York, N. Y. 
Skidmore Owings & Merrill, Archts. Photo: 
Ezra Stoller 

2. Children's Hospital, Boston, Mass. Photo: 
Photo International, Inc. 

3. Bennington College, Bennington, Vt. 


Pietro Belluschi & Carl Koch & Assocs., 
Archts. Photo: Ezra Stoller 


page 232 


m Ы 


1. Alcoa Building, Pittsburgh, Pa. Harrison 
& Abramovitz, Archts.; Mitchell & Ritchey 
and Altenhof & Bown, Assoc. Archts. Photo: 
Courtesy of Aluminum Company of America 
2. Stoughton Elementary School, Stoughton, 
Mass. The Architects Collaborative, Archts. 
Photo: Louis Reens 


CORRECTION 


Solomon R. Guggenheim Memorial Museum, 
Article 2. Lighting Designer: Alfred A. 
Binder. Photos: Courtesy American Light- 
ing Corporation 


stainless steel 


No other metal has the strength, beauty and 
versatile qualities that serve you so well today 
and promise so much for tomorrow. 


There is nothing like 
stainless steel for HOMES 
AND HOME PRODUCTS 


McLouth Steel Corporation, 
Detroit 17, Michigan 


Manufacturers of high quality 
Stainless and Carbon. Steels 


MCLOUTH STAINLESS STEEL 


Stainless 


Look for the STEELMARK Steel 
on the products you buy. 


Ж 


3 VeonBuprin 66 


"the safe way out” 


in stainless steel 


@ Stainless steel... slim silhouette 
... sure safe operation. 


They're all yours in the Von Duprin 66, 
the exit device that introduced the industry 
to the practical beauty of stainless steel. 


Available in rim, mortise lock and 
vertical rod models (in bronze as well 

as stainless steel) with a smart new series 
of matching outside trims. 


Write for your copy of Bulletin 581... 

full details on construction, function 

and accessory items. 

VONNEGUT HARDWARE CO. - VON DUPRIN DIVISION 
402 W. MARYLAND ST. - INDIANAPOLIS 25, INDIANA 
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175 MADE RIGHT 
WITH EVENGLO 


Benjamin Electric’s new Catalina lighting fixture has smooth, uninterrupted lines; there is no visible hardware 
to mar its clean, sculptured look. It Looks Right. The Catalina is only 312" from top to bottom. It's available 
in 4’ and 8’ lengths, both lens or louver bottom. This fixture is easy to install and gives soft, shadow-free 
illumination. It Lights Right. The louvers, side panels, and decorative end caps of the Catalina are made 
from versatile EvENGLO polystyrene, a Koppers plastic that comes іп a complete range of whites and pastels, 
can be molded or extruded in practically any size or shape. It’s Made Right. Light-stabilized EVENGLO is 
tough, lightweight, and dimensionally stable. For more information on EvENGLO polystyrene and for a list 


of manufacturers using EvENGLO in fluorescent fixtures, write to Koppers Company, Inc., Plastics Division, 
Dept. АК 100, Pittsburgh 19, Pennsylvania. 
5 KOPPERS PLASTICS 
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` EXTERIOR LATEX PAINTS | 


can practically cut painting time in half. 


They flow smoothly — go on quickly 
and easily. Use them on previously painted | 
VOR o UT OX COXV «ашы eT ә Майр. LEUR мы 


or oil-primed wood, on masonry and 


most other surfaces. Moisture resistant 


in minutes, they're completely dry within | 


LED PAS AC ESE ul Tel a 
that resists ӘКЕП dust, fog, mildew, salt 
air, wash-offs or streaks. Clean-up is with 
soap and water. Their durability in all 
climatic areas measures up to other types 
of sterio EE 
Exterior Latex Paints are available in 
a wide selection of lasting colors from 
leading paint manufacturers. The broad 


салысу а Jo FETTE > Aras Ll ERE 
range of colors once restricted to interior 


(Ары. use is now practical with Exterior Latex Paint. 
z They are formulated with latex supplied 
et by Monsanto after many years of testing 


TIERS LEDI EEI IIIS EEO IRRE. 
in collaboration with major paint 


manufacturers. For further information 


and a list of brand names of exterior 


latex paints, use coupon below. Monsanto 
Chemical Company, Plastics Division, 


Springfield 2, Mass. 


MONSANTO .-4. PLASTICS 


MAAAR E TTI EREE GLE uo OT е, 


*›=еөоөз өэ өөө е ө е ө ө ө ө ө ө ө ө ө ө е ө е о е ө ө ө ө е ө ө э ө е ө ө ө ө ө ө Ф ә ө ө ө э ө Ф 


MONSANTO CHEMICAL COMPANY 
Plastics Division, Room 762, Springfield 2, Mass. 


Please send me information and sources of supply 
on EXTERIOR LATEX PAINTS 


Name 
Company. 
Address. 


jj — —————— 8 


INSTITUTIONAL 


AND 


ARCHITECTURAL 
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М FEAS ү 


HASKELITE 
BRICK-BLOCK SOLID CORE DOORS 


Only carefully dried, selected woods 
are used for the core, frame and faces— 
resulting in doors of extra durability 
with maximum resistance to warping 
and other defects. All Haskelite doors 
are available in a wide variety of 
standard and special faces (including 
metals, plastics and exotic woods) to 
meet all architectural requirements of 
any type modern building construction. 


DOOR 


Also fire doors available in any specie 


HASKELITE 
HOLLOW CORE DOORS 


Are precision constructed of the finest 
materials. Haskelite Hollow Core 
Doors hang straighter, open and close 
easier, are easier to install. Seven-ply 
construction provides peak resistance 
to distortion—eliminates core and 
frame show-through. Specially rein- 
forced frame accommodates most spe- 
cial hardware. Backed by a guarantee 
against delamination. 


All Haskelite doors are quality built... advanced Thermo-Bonding process uses pressure 
and heat to resist distortion . . . Unitized Frame Construction provides outstanding 


structural rigidity . . 
veneers . . 


. Velvetized Surface brings out the full natural beauty of face 
. doors can be factory prefit and prefinished per architectural specifications. 


Master Laminators for over 40 years 
See Sweet’s Catalogue, Architectural File 16C/Has 


280 
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Haskelite doors are available in special 
lengths and widths to allow the archi- 
tect greater freedom of design and to 
simplify installation . . . Haskelite will 
fabricate, prefit and prefinish doors to 
your exact specifications. Another ad- 
vantage of specifying Haskelite doors 
is the enduring quality of their spe- 
cially selected face veneers. Theres 
lasting client pride and satisfaction in 
Haskelite installations. 


г o ouk 
HASKELITE 
PARTICLE-BOARD SOLID CORE DOORS 


No other doors offer so many structural 
advantages at so moderate a price. 
They combine a substantial, solid 
appearance with lightness of weight 
and low sound transmission. Resin- 
impregnated core has fire-retardant and 
moisture-repellent characteristics. 
Specified by leading architects from 
coast to coast. Like all Haskelite doors, 
they are fully warranted in writing. 


® 
HASKELITE 


MANUFACTURING 
Division EVANS PRODUCTS COMPANY 
Grand Rapids, Michigan 


ASME LITE 
CURTAIN 


WALI 
PANELS 


EXTERIOR | | 


INTERIOR 
FACE— CORE— FACE 
METAL OR | INTERIOR BANDS | AS 
PLASTIC SPECIFIED 


Virtually Unlimited 
Fabrication to 
Your Specification 


Haskelite Curtain Wall Panels come in 
a wide choice of faces, cores and 
colors to provide almost unlimited 
design and structural freedom. They 
open up a wide range of design and 
installation advantages. 


Haskelite Curtain Wall Panels: 
.. are light in weight . . . cut handling, shipping 
and installation costs 
. . have high impact resistance 
„аге flat; wave-free surface will not buckle— 
unaffected by temperature changes 
. . are permanently insulated —have low thermal 
conductivity, will not absorb moisture 
..are completely factory-prefinished ready for 
installation 
It will pay you to specify Haskelite 
Curtain Wall Panels. For complete 
information see Sweet's Architectural 
File 3e/Ha or phone or write: 


(9) 
HASKELITE 
MANUFACTURING 


DIVISION EVANS PRODUCTS COMPANY 
Grand Rapids, Michigan 


Office Literature 
continued from page 246 


The Glassart Studio 

(A.I.A. 26-A-25) Brochure describes 
the methods and materials used in 
the creation of stained glass. The 
group works with glass in four tech- 
niques; lead, concrete, mosaies and 
most recently, lamination. The Glass- 
art Gallery, 47 West Fifth Ave., 
Scottsdale, Arizona. 


Socket Head Cap Screws 

Contains complete dimensional data 
on both the “1960 Series” and the 
“1936 Series” to help in deciding 
whether to shift over to the new de- 
sign now or at a later date. Separate 
thread length charts are also pro- 
vided. В. Е. Olsen, Standard Fasten- 
ers, 2701 Washington Blvd., Bell- 
wood, ПІ. 


Rubber Insulation 

... for Wire and Cable includes 
data charts and graph explaining 
the load carrying capacity, reliabil- 
ity, versatility and long life of Silas- 
tic insulated wire and cable. Dow 
Corning Corp., Midland, Mich.* 


Anti-Corrosive Paints 

Technical bulletin No. 5 is devoted 
to Aluminoz and heat resistant 
paints used where decoration is de- 
sired along with chemical and heat 
resistant properties. Bulletin No. 6 
describes “double coat" paints which 
yield a dry film thickness equal to 
two standard coats. Subox, Ine., 
Fairmount Plant, Hackensack, N. J. 


Useful Pumping and Hydraulic 

. .. Engineering Data covers cost 
of electrical pumping, how to survey 
а deep well methods for testing 
pumps, and other practical informa- 
tion including many useful charts 
and problem-solving formulas. Bulle- 
tin No. EM-77 Peerless Pump-Hy- 
drodynamics Division, 301 West 
Avenue, 26, Los Angeles 31, Calif. 


Acoustic Terminal Control Units 
... for All-Air High-Velocity Sys- 
tems (A.I.A. 30-J) provides informa- 
tion on three ceiling models and two 
window perimeter models plus data 
on system noise and tables of static- 
pressure losses and regains. Catalog 
No. 1060, 36 pp. Carnes Corp., Ve- 
rona, Wash. 


*Additional product information in 
Sweet’s Architectural File 


more literature on page 284 


INTRODUCING 


SHLAGRO 


T-FRAME with a 


BALANCED MOMENT BASE 


ANNANN SPANS 60: to 130’ 
KARRI- \FREE STANDING T-FRAME 


—BALANCED MOMENT BASE 
FINISH FLOOR 


FREE STANDING T- 
frames eliminate bear- 
ing walls and expensive 
perimeter foundations. 


p g 


TRUSS TYPE 
€ EASILY EXPANDABLE 


ROOF TYPE 


* Patents Pending 


OUTSIDE. 


WALLS 


another PRODUCT by the PIONEERS 
of SQUARE columns! 


SHLAGRO 


STEEL PRODUCTS CORPORATION 
SOMERVILLE, MASS 


A 


I am interested in Shlagro T-Frame 
with Balanced Moment Base and other | 
Shlagro products checked below: 
#950 — T-FRAME WITH BALANCED || 
МОМЕНТ ВА$Е | 
#100 — STOCK STEEL ROOF TRUSSES 
8125 — TIED ARCH-BEAM 
4150 — STOCK STEEL LONGSPAN JOISTS 
8175 — DOUBLE-CONVEX WARREN TRUSS 
4200 — SQUARE STEEL COLUMNS 
#225 — KARRI-MORE SQUARE COLUMNS 
#250 — SHLAGRO SHEAR HEADS 
#300 — STOCK STEEL TURNTABLES 
#350 — SCAFFOLDING 
#375 — SHLAGRO NO-DIAGONAL 
LONGSPAN JOISTS 
#400 — EGG-SHELL STEEL PLATE ROOFS 
#450 — SHLAGRO DOME STRUCTURES 
#500 — STOCK STEEL RIGID FRAMES 
#550 — STOCK STEEL VERTICAL 
MEMBER TRUSSES 
#600 — STEEL VERTICAL LIFT DOORS 
#650 — NO SHELL PRE-CAST 
FIREPROOF REINFORCED 
CONCRETE COLUMNS 
#700 — STEEL FLOORSPAN GIRDERS 
#725 — SHLAGRO TRIANGULAR GIRDER 


сапа инана пп анин ooocooocooo O у 


ни ши кені пи ши mm M пи ни ни шені кеніне көңі кейі UU UU 


#800 — STOCK STEEL MOMENT 
CONTOUR BEAM AND GIRDER W 
#825 — SHLAGRO TAPERED GIRDER i 
#850 — PREFAB BUILDINGS FLAT ROOF 
4875 — PREFAB BUILDINGS PITCH ROOF Ш 
o 
name i ü 
title i 


Please attach to your professional let- Е 

i terhead and mail to: 

Ш SHLAGRO STEEL PRODUCTS CORP M 
SOMERVILLE, MASS. 
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easy as 
Һатт a 


picture... 


and in stock at 
authorized 
distributors 


SQUARE 
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PLAN YOUR OWN ARRANGEMENT — Available 
wall space for the service and grouping of 
meters is frequently limited — and of a 
particular size and shape. Required loca- 
tions of service and load conduits vary 
with each job. With E-Z STACK you have 
freedom of arrangement. 


TEMPLATE LAYOUT — For installation con- 
venience E-Z STACK devices include a 
full size template and wall mounting hang- 
er brackets. Templates, attached to the 
wall, accurately position the hanger brac- 
kets for each device. Brackets on the wall 
interlock with clips on the back of the 
device. 


AVAILABILITY — All E-Z STACK devices 
can be ordered by catalog number from 
authorized Square D Distributors as they 
are needed. Individually cartoned, the final 
decision as to the meter arrangement and 
size of the circuit breaker disconnect for 


COMPRNY 


Apartment Metering Panels 


each apartment can be determined at the 
Distributor's counter. 


MAN-POWER — Unit assembly of the final 
configuration permits easier handling of 
all components. The wall brackets support 
each unit——in its proper place — while 
permanently securing and inter-connecting 
the entire installation. 


WE CALL IT E-Z STACK BECAUSE — the basic 
meter-breaker devices easily stack one on 
top of the other. All devices are “meant 
for each other" — and bracket suspended. 
Knockouts in adjacent devices line up; 
bushings protect inter-connecting wiring. 
Load lug assemblies in disconnects and 
service entrance terminal boxes are pad- 
mounted in the right quantity for every 
E-Z STACK installation. All devices are 
designed for a specific purpose—multiple- 
metering installations. 

Underwriters' Laboratories Approved 


service 


equipment 


" ing A vices 
feat и антет dr 
m 


with 


GET ALL ' с = а 
ТНЕ FACTS! Send for new Service Equipment 


Bulletin No. SL-27 featuring E-Z STACK design multi-meter- 
ing devices, a complete cataloging of features, specifica- 
tions, suggested arrangements, and bills of material. 


SQUARE D COMPANY » c/o Department 5А-153 
Mercer Road, Lexington, Kentucky 


NAME 


COMPANY 


ADDRESS 


CITY ZONE STATE 


wherever electricity is distributed and controlled 
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Architect: Paul Rudolph, New Haven, Connecticut 
Engineer: Sidney Barker, Tampa, Florida 
Contractor: J. 1. Coe Coristruction Co., Charlottesville, Virginia 


PHOTO BY EZRA STOLLER 


Vibroflotation: 


was used to compact the sandy soil 
at Sarasota Senior High School 


Vibroflot machine in action. Each 
compaction consumed 3 or 4 tons 
of sand, 


The foundations for the new 
Sarasota Senior High School, Sara- 
sota, Florida, were built on sand 
compacted by Vibroflotation. 260 
compactions were made to an aver- 
age depth of 13 feet. 


Vibroflotation provided a sub- 
stantial savings over piling founda- 
tion solution. Additional savings 
were realized through elimination 
of all formwork for footings. 


Proven applications of founda- 
tions upon sand total 100-- con- 
tracts throughout the U. S. A. and 
Canada. 


Write for Booklet A-26 


VIBROFLOTATION FOUNDATION CO. 


930 FORT DUQUESNE BOULEVARD, PITTSBURGH 22, PA. 
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Office Literature 


Sanitation Handbook 

Lists complete range of sanitation 
and maintenance aids, with a de- 
scription of the uses, performance, 
economies, guarantees and packag- 
ing of each. 44 pp. Huntington 
Laboratories, Inc, Huntington, 
Ind.* 


American Standards Specification 
... for Polysulfide Base Sealants 
for the Building Trade covers appli- 
cation of polysulfides to concrete, 
aluminum, stainless steel and glass 
surfaces and can also be used as a 
frame of reference for suggested 
minimum performance of sealants. 
No. А116. Thiokol Chemical Corp., 
Trenton, N. J. 


Light Reflectance Charts 

Answer common queries on light re- 
flectance values of Mastic Tile prod- 
ucts. The chart shows the difference 
in reflectivity of asphalt and vinyl- 
asbestos tile colors. Mastic Tile Div., 
Ruberoid Co.* 


Ballasts for Fluorescent Lamps 

Contains data and prices for full line 
of ballasts and gives application and 
operating information. 20 pp. Gen- 
eral Electric Co., Schenectady 5, N. Y. 


New Directions in Chalkboard 
(А.І.А. 85-B-1) Describes typical 
applications of Colorlith chalkboard 
in partitions, surfacing and panel- 
ing, and in special classroom units. 
Data on physical properties, instal- 
lation details, and suggested speci- 
fieations are also included. 16 pp. 
Johns-Manville, 22 East 40th St., 
New York 16, N. Y.* 


Consoweld Laminated Plastic 

(A.I.A. 35-C-12) Discusses Conso- 
weld laminated plastic, with informa- 
tion on finishes and properties, and 
descriptions and illustrations of pat- 
terns and colors. 12 pp. Consoweld 
Corp., Wisconsin Rapids, Wis.* 


RKL Building Specialties 
Describes and illustrates RKL line of 
concrete inserts and accessories, ma- 
sonry anchors and specialties, iron 
work accessories for rough carpen- 
try, and lathing and furring acces- 
sories. Catalog No. 7, 24 pp. RKL 
Building Specialties Co., Inc., 23-86 
48th St., Long Island City 3, М. Y. 


*Additional product information in 
Sweet's Architectural File 


Pabco Mastipave steps out with а new look — in color. Colorful 
new Deco Tread Mastipave. Vinyl chips add a bright, decorative 
effect and make maintenance even easier than before. 


It’s the same rugged compound that for years has supplied the 
toughest floors...in hospitals, schools, factories, department 
stores, warehouses, churches, sanitariums, laboratories, offices, 
public buildings. In many installations it's still going strong after 
30 years of hard wear! Good reason why every building needs 
Mastipave. Lay it anywhere with minimum surface preparation. 


Deco Tread Mastipave — Terra cotta with sandalwood and beige 
chips, black with chips of gray and green; in 3 foot wide rolls, 
30 yards long and 9" x 9" tiles. 

Regular Mastipave — Terra cotta, black and green; in 3 foot wide 
rolls, 30 yards long and 9" x 9" tiles. 


Grip Tread Mastipave — With exclusive non-slip traction surface, 
terra cotta; in 3 foot wide rolls, 30 yards long. 


For anyone selling or servicing the vast institutional commercial 
market, write, on your letterhead, for free folder on the bright 
profit opportunities available — the Mastipave way. 


PABCO 


MASTIPAVE 


PABCO FLOOR COVERING DIVISION 
Fibreboard Paper Products Corporation 


FREE ILLUSTRATED BOOKLET 


PABCO Floor Covering Division, Fibreboard Paper Products Corporation, 
Dept. AR 475 Brannan Street, San Francisco, California. 


i 
Please send me a free copy of your informative booklet on how PABCO | 
MASTIPAVE will help solve my floor covering problem. ! 


س 


Fi 


Address. 


| 
| 
| 
| 
| 
| Nam 
| 
| 
| 
| 
П 
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ACOUSTI-CELOTEX "LAY-IN" PANELS for modern, 
multi-function ceiling systems. This array of acoustical 
panels demonstrates the design freedom you enjoy 

when you specify lay-in "Ceilings by Celotex". .. all the 
advantages of greatest variety in materials, patterns, sizes 
and system. Large size panels designed for fast, 

low-cost installation on suspension systems integrating 
elements for lighting, air conditioning and movable 


partitions. All illustrated products are incombustible. 


Next time your project calls for the popular 
lay-in type of installation, call the franchised Acousti-Celotex 
distributor listed in your "Yellow Pages." As a member 
of the world's most experienced acoustical organization, he 
offers helpful counseling, demonstration, and 


installation service. 
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Standard Pattern. Perfor- 


ated gypsum base board; membrane backed. 


2x2. 
STEELACOUSTIC® STANDARD PATTERN 


PANELS. White or stria-colored. (Blue, green, 


brown) 2х2. 
SUPERACOUSTIC® SPUNGLASS FIBER 


PERFORATED MINERAL FIBER TILE. 


Standard Pattern. 2’ x 2'. 
6. STRIATED MUFFLETONE® MINERAL 


FIBER PANELS. Vinyl paint finish. 2’ x 2’. 
PANELS. Aluminum or steel facing. 2’ x 2’ 


or 2'x 4. 


8. STEELACOUSTIC® RANDOM PATTERN 
9. 


5. MUFFLETONE® MINERAL FIBER PANELS. 


gypsum base board; membrane backed. 2’ x 2’. 
Vinyl paint finish. 2’ x 2’ and 2' x 4’. 


1. PERFORATED MINERAL FIBER TILE. Ran- 
4. CAVITY TILE*. Random Pattern. Perforated 


dom Pattern. 2' x 2'. 
3. CAVITY TILE*. 
PANELS. Y x 2’, 2’ x 4, 4! x A. 


2. 
7. 


Protect against power blackouts... 


New York says 


y 


ONCE IS T00 


MUCH! 


% 


KOHLER 
ELECTRIC PLANTS 


288 


Widespread hazards, inconveni- 
ence, discomfort and loss oc- 
curred in places without stand- 
by power during the 13-hour 
power failure in New York's 
Manhattan last summer. Hos- 
pital surgery was performed 


MODEL 100R81 
100 KW, 120/208 
volt AC. 
Stand-by. 
Remote start. 


Enameled Iron and Vitreous China Plumbing Fixtures • 
Air-cooled Engines * 


Electric Plants * 


Major surgery in Mt. Sinai Hospital, New 
York, being performed with illumination from 


windows and one emergency light. 


without proper lighting; pa- 
tients were served by candle- 
light. Buildings of many kinds 
had no use of lights, air condi- 
tioning, elevators, freezers. 

Kohler electric plants are re- 
liable, easy to install for emer- 
gency power made vitally im- 
portant by today's increasing 
dependence on electrical equip- 
ment. To help you write speci- 
fications for varied applications, 
Kohler Co. will send on request 
a manual with complete data on 
sizes from 1000 watts to 100 
KW, gasoline or diesel. 


Write Dept. G-57. 
KOHLER Co. 
Established 1873 
KOHLER, WIS. 


OHLER 


All-brass Fittings 
Precision Controls 
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Washington Topics 
continued from page 60 


gineers for open space and parkland 
ought to be considered and resolved 
on their merits. It is impracticable, 
in my judgment, to approve Federal 
funds for urban renewal projects 
without considering the effect which 
proposed Federal-aid highways may 
have on the redevelopment areas, 
and vice versa. The need for intelli- 
gent adjustment of all these and 
other values and interests in both 
local and Federal programs becomes 
more pressing as rebuilding pro- 
grams in major cities throughout the 
nation—and particularly in states 
like New Jersey—assume even 
greater proportions.” 

The Case-to-Mason letter made 
this telling point—“It does not make 
sense for the Federal government, 
on the one hand, to spend millions of 
dollars to fight slums and decaying 
city centers, only, on the other hand, 
to take other steps which tend to pro- 
mote the spread of blight in the same 
communities.” 

It was held that without appro- 
priate review, new roads in the Fed- 
eral Interstate Highway System cre- 
ate serious problems of urban decay 
for the communities involved. 

Administrator Mason’s reply to 
Senator Case agreed that “some- 
thing should be done to assure the 
long-range effectiveness of compre- 
hensive planning for our urban 
areas.” It expressed wholehearted 
agreement with the Case goals but 
raised the point that local interests 
should have a strong voice in deter- 
mining the best avenues of plan- 
ning for their future growth. 


Local Voice Upheld 


Senator Case had suggested an 
amendment to the 1956 highways 
act providing that no road travers- 
ing an urban area should be ap- 
proved as a part of the Interstate 
Highway System without certifica- 
tion by the Housing and Home Fi- 
nance Agency that it would not have 
a detrimental effect upon the com- 
munity as a whole and would not be 
inconsistent with sound future de- 
velopment. 

The full support of the Federal 
government should be behind any 
effort to close the gap between the 
action programs and the planning 
which has been done, Administrator 

continued on page 292 


STANDARD 
COLORS 


4 
DESIGN 


VERSATILITY 


54 field and accent colors. Satin finish = 
eliminates glare. 
Modular dimensions, nominal 8” x 16” 
face, thicknesses 2” to 12”. 
Thru-wall units for partitions and 
loadbearing walls without back-up. 
Bond beam and vertical core units accommo- 
date wiring, plumbing, and other utilities. 
New design base unit eliminates costly recess 
and receives all resilient flooring materials. 
Precise face sizes enhance stack bonding. 
14” exposed mortar joints. 
Lightweight aggregate means lighter 
weight walls. 
Fire safety exceeds national standards 
under most hazardous conditions. 


® 


SEE SWEETS CATALOG, | 
ee ЛАЛА 
M a a T roars қы Box 6063, Baltimore 31, Maryland 


‘is a registered trade- 
mark for the product of 


v мге THE BURNS & RUSSELL COMPANY 


Glazed concrete masonry units, 


Manufactured in 26 cities and distributed throughout the U. S., Canada and England. 


а ge 


^ pod P. E T 
Two advantages of using steel joists are readily apparent in this printing shop: wide, column- 


For strength free expanses of floor space, easy solution to placement of ductwork, pipe, and conduits. 
.economy ...versatility 
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Five good reasons 
for designing 
with Steel Joists 


EASY TO INSTALL UTILITY SERVICES 


'The open webs in Bethlehem Steel Joists allow for the 
passage of pipe, wires—even heating lines—in any 
direction. The open webs also greatly simplify installa- 
tion of conduit and wiring for recessed lighting fixtures. 


FIRE-RESISTANCE 


Steel joists in combination with floor slab and plaster 
ceiling form a barrier with up to four hours' fire-resis- 
tance, depending on slab thickness and the type of 
plaster. And greater fire-safety is of particular impor- 
tance in multi-story buildings such as hospitals, 
apartments and schools. 


NON-SHRINKING, NON-WARPING 


Building maintenance is greatly simplified when you 
design with joists. They provide non-shrinking, non- 
warping construction which eliminates sagging floors 
and cracked ceilings. 


COLUMN-FREE SPACE 


Steel joists are ideal for long spans such as auditoriums, 
gymnasiums, garages, stores. Апа in any building they 
give a maximum of column-free space. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


Export Sales: Bethlehem Steel Export Corporation 


BETHLEHEM STEEL 


Steel joists arrive at the job site fully 
fabricated, ready for immediate placing. 


FAST, ECONOMICAL CONSTRUCTION 


Joists arrive at the job fully fabricated and tagged, 
ready for immediate placing. Two men can easily 
place small joists, and a simple derrick lifts the larger 
sizes. 

'These are some of the important advantages you get 
when you design with Bethlehem Open-Web Steel 
Joists. Bethlehem Joists are fully approved by the 
Steel Joist Institute. 


СС 
% 


BETHLEHEM 


STEEL 


УУУУ УУУХ B 
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4.5222 RAYNOR DOORS 


Specified for 
American River Junior College 
Trades and Industry Building 
Auto Shop, 


Sacramento, California 


Barovetto and Thomas 
Erickson Construction Co. 


ARCHITECTS: 
CONTRACTOR : 


SPONSORING 
CONTRACTORS: 


DOORS BY: 


Heller — Campbell — Erickson — Lawrence 


Valley Overhead Door Co. 
Carmichael, California 


The eye appeal and versatility of Raynor Doors high- 
light the circular design of the American River Junior 
College Auto Shop shown above. 


The perfection with which Raynor Doors so completely 
create the desired effect and meet the exacting speci- 
fications of outstanding architectural designs such as 
this, is accomplished through Raynor Advanced Sec- 
tional Door Engineering Know-How. Built complete 
under one roof, Raynor Doors embody only the finest 


materials available . . . employ construction features 
such as exclusive “Graduated Seal" . . . three-way 
stress construction . . . heavy-duty galvanized hard- 


ware and “Lifetime Guaranteed" Dorlux panels. 


Whatever your specific design problem may be, the 
Raynor Engineering Department will provide the 
correct solution. Coníact your nearest Raynor Dis- 
tributor or write direct. 


RAYNOR MFG. CO. 


Dixon, Illinois Hammonton, New Jersey 


ARCHITECTURAL RECORD October 1960 


Washington Topics 


continued from page 288 


Mason noted, in holding that local 
responsibility and local initiative 
are the keys to successful urban de- 
velopment. 

Plans themselves are the respon- 
sibility of state and local govern- 
ments having jurisdiction over the 
respective areas, the housing chief 
pointed out. His letter asked why, 
in those areas where citizens have 
agreed upon plans for community 
improvements, they could not have а 
voice in the plans for roads that 
traverse their urban area. 

Mr. Mason also wrote Senator 
Case that he would like to discuss 
methods with him and implied the 
two were in complete agreement on 
goals. *Because of the very nature 
of Federally-aided highways involv- 
ing the joint interests of states, 
counties and local communities, it is 
really a complex problem," his letter 
stated. *I am sure you will be glad 
to know that this problem is now 
under study by the Executive 
Branch. Several different types of 
studies are under way to come up 
with alternate solutions to a problem 
that, as you point out, certainly 
needs attention." 

The HHFA head also called atten- 
tion to what his agency feels to be 
one of the most urgently needed 
facets of comprehensive planning— 
mass transportation systems. States 
and localities are being urged in 
their Section 701 programs to place 
greater emphasis on the integration 
of transportation planning апа 
planning for future urban develop- 
ment. 


USPHS Schedules Conference on 
Water Resources “Crisis” 


While HHFA was seeking to im- 
prove the supply of manpower for 
tackling urban development and 
housing problems, the Т). S. Public 
Health Service of the Health, Educa- 
tion, and Welfare Department was 
concerning itself with a developing 

crisis in pure water supplies. 
Surgeon General Leroy E. Burney 
had told a steering committee in Au- 
gust that the country was surely 
headed for a water crisis in the cur- 
rent decade unless the American 
people did a much better job of 
continued on page 300 


New Sanymetal flush 
hinge and integrated 
bracket provides 
heauty, high strength, 
long wear and economy 
hoth in installation and 
maintenance. 


ENGINEERED FOR Beauly 
AND Long MANGE Economy 


Sanymetal again offers the unusual . . . solid research 

and engineering combined with function, strength and beauty. 

Only Sanymetal furnishes the theftproof, fully integrated 

bracket and the recessed flush hinge on all toilet compartment doors. 
This feature alone offers savings in installation time 

and provides for far easier cleaning. For highest quality and 

lowest installed cost . . . specify Sanymetal. 


Contact your local Sanymetal representative for full details . . . 
you'll find him listed in Sweet's file or the Yellow Pages. 


SUD Ow 
„е тык eTO Inc. 
world's leading CLEVELAND, U.S. A, 


p roducer of toilet par ti tions Nameplate identifies every compartment 
7721 Urbana Road, Cleveland 12, Ohio 


dj qi Ej 


WORK ROOM 


TAKE OFF | TAKE OFF | ТАКЕ. 
үн WALL. 


/ | 
CONFERENCE | 
\ 


i Ш 


EEE 


WORK TABLES 
Жог E E 
BINDERY 
LT EENRI 
BEPRODUCTION DEPARTMENT 


Architects & Engineers: A DYNAMIC PRACTICE, STREAMLINED 
BY SOUND PLANNING AND COMMUNICATIONS 


Cleveland’s historic Old Arcade building houses the 
unusually progressive architectural firm of Dalton-Dalton 
Associates. Typical of the approach that has earned them 
responsibility for current projects ranging from опе to 157; 
million dollars is their continuing research апа study of 
advanced structural forms and systems unrelated to current 
projects. 

They have also found that they can best serve the inter- 
ests of their clients and their own efficiency by providing 
a broad range of design and engineering services. These 
include site planning and landscape architecture ... color 
and furnishings selection . . . business management, etc. 

Тһе Dalton-Dalton offices provide a colorful, interesting, 
stimulating environment for staff and clients alike. Efficient 
work flow and good industry communications go hand in 
hand here. 

This is reflected also in the firm's attitude of cooperation 
with F. W. Dodge. When the Dodge Reporter calls, he is 
referred to the manager or partner in charge of the project 


STRUCTURAL 
MECHANICAL —— — — — ———— — — —— —3À 


about which an inquiry is made. Dalton-Dalton benefits 
from this direct line of communication. When a Dodge- 
alerted salesman calls, he is better prepared to helpfully 
discuss work in progress with busy principals. 

Plans and specs filed in local Dodge Plan Rooms help 
divert traffic and inquiries away from their offices. Dalton- 
Dalton and their clients benefit because Dodge Reports 
expedite wider ranges of bids and material quotations. 

Dalton-Dalton's emphasis on this smooth exchange of 
information is further evidence that DODGE REPORTS 
ARE A VALUABLE COMMUNICATIONS LINK 
BETWEEN THE ARCHITECT AND THOSE WHO 


SERVE НІМ. 
DODGE 
REPORTS 


CONSTRUCTION NEWS DIVISION 
119 West 40th Street, New York 18, N. Y. 


F. W. DODGE 


1 


CORPORATION 


TRACING FILES 


FILING & PRINTING 


[wonn таш 


EIGHTH H Lit rid - = [een 
FLOOR ШЕ: 
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Design for building decoration by Altenhof & Bown, АТА 


Pittsburgh architect envisions office center with Alcoa Sol-Dec Screens 


Architects have already begun to explore the variety of 
exciting new opportunities for sun-screening and ornamenta- 
tion offered by Alcoa* Sol-Dec Screens. Office centers with 
screen curtains are but one application. Others are facings 
for new or old schools, hospitals and commercial buildings; 
overlays on cooling towers, penthouses, lobby walls and 
canopy soffits; vision screens and barriers for rooms, patios 
and gardens. 

Sol-Dec Screens come in 11 standard patterns, or your 
own designs, at reasonable cost. Their surprising economy is 
a product of design simplicity, involving only three basic 
precut extrusions—panelettes in either flat or contoured 
profile, I-beams 8 in. on center designed to span 12 ft, and a 
clip member. Panelettes can be alternately snapped to the 
front and back of the I-beams so as to give a three-dimen- 
sional effect. *Trademarks of Aluminum Company of America 


ALCOA ALUMINUM 


ES 


For exciting drama watch ALCOA PRESENTS every Tuesday evening, ABC-TV 


THE ARCHITECT'S METAL 


Precut aluminum panelettes in custom finish or Alcoa Alumalure? 
colors snap on to miniature I-beams—are locked in place with 
pliers. 


What can YOU do with Sol-Dec Screens? 


А letter will bring you all the information needed to explore 
Sol-Dec Screens’ versatility at your own drafting board. 
Alcoa's veteran counsel is available without obligation to 
help you adapt this newest architectural treatment to your 
requirements. Write: Aluminum Company of America, 1823-K 
Alcoa Building, Pittsburgh 19, Pa. World-wide sales through 
Alcoa International, Inc., 280 Park Avenue, New York 17, 
New York. 


IMPORTANT NEW 
ARRIVALS IN THE 


GJ РАМІ... 


EIGHT DOTY 
ROLLER LATCHES 


MORTISED-GJ 36 + GJ 37 SURFACE MOUNTED-GJ 38 • GJ 39 


latch face—2¥4" x 1"! latch case— 13%" x 1%" x 7%"' 


FEATURES: economical • small powerful unit • easy-to-adjust latch pressure 
stainless steel parts e nylon roller е combination wood and metal screws 
quiet latching е no door rattle e available all finishes 


FOR HOLDING ANY INTERIOR DOOR CLOSED in LIGHT COMMERCIAL, INSTITUTIONAL and HOME APPLICATIONS 
CLOSET and OTHER INTERIOR DOORS | FOLDING DOORS (mortised only) 


УОЛУ 


// 
\/ latch /, 


latch surface "d 


mounted HERE 


ы қайы 
І 
a 


see functional display at Booth 52 e NBHA convention 


GLYNN: JOHNSON CORPORATION 


4422 n. ravenswood ave. e chicago 40, illinois 


latch mortised HERE 
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SINKO LOUVERS 


East Carbon High School, Sunnyside, Utah » Ralph Edwards, Architect 


Mark Bryner, Consulting Engineer • Strand, Electrical Contractor 


Western Lighting of Los Angeles, California selected Sinko THIN-CELL 
Louvers because of their EFFICIENCY in providing adequately diffused 
lighting in the school rooms of the East Carbon High 

School, Sunnyside, Utah. 


Through this efficient lighting system, the East Carbon High School has 
provided their students with 90 foot candles of illumination, in accordance 
With the new Recommended llluminating Levels recently adopted by the 
Illuminating Engineering Society. 


The installation consisted of special type fixtures using two 40 watt 
cool white lamps on 11" centers, with a plenum height of 12". 
Achieved with this installation was a maintained 90 foot candle 

of soft diffused light. 


Whatever your lighting requirements might be, check into the 
EFFICIENCY of Sinko THIN-CELL Louvers. 


SINKO MANUFACTURING AND TOOL COMPANY 


7310 W. WILSON AVENUE * CHICAGO S31, ILLINOIS 


louvers 


We invite you to write for Bulletin 32A which gives 
you complete details on Sinko THIN-CELL Louvers, 
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Greatest advance in fire protection since the volunteer fireman 


new 


~ FIREGUD 


Rep To» FIRECODE Plaster sprays directly to corrugated, flat or 
cellular steel units . . . steel beams or columns may be sprayed 
directly or boxed and sprayed. 


SPRAY-ON PLASTER 


One coat contact-fireproofs steel deck assemblies 
at low cost—gives you the fire rating you need 


The greatest advance in low-cost fire protection for steel 
frame structures in over half a century: new, one-coat 
Rep Top FIRECODE Plaster. It saves labor. One man can 
spray it directly to steel decks, supporting beams and 
columns to provide the exact fire rating needed . . . with 
no hand tooling. It saves plaster, too. A single contour 
application, which adheres to steel with a super-strong 
bond, is sufficient for nearly all steel deck assemblies. Ask 
your U.S.G. representative for complete details on this 
improved fireproofing at substantially less cost, or write 
United States Gypsum, Dept. AR-07, 300 West Adams 
St., Chicago 6, Illinois. “Т.М. Reg. U.S. Pat. Off, 


UNITED STATES GYPSUM 


states the greatest name in building 


Bettmann Archive 


800 


ym 


windows and 
curtain walls 


motel to 
skyscraper, 

where quality 
needs be 

better than best, 
specify Adlake — 
first name іп 
non-residentia/ 
windows 


of aluminum 


for your desk file- 
complete catalog and 
architect specifications, 


mail coupon. 


K-2110 

The Adams & Westlake Company 
Elkhart, Indiana 
Please mail new catalog on Adlake double hung, 
pivot, projected windows and curtain walls. 
=== ІШ Architect 
m | | Builder 

[ГЇ Owner 


address 


[] 
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cleaning up water resources. And 
USPH also was planning a confer- 
ence on its problems. 

This was the National Conference 
on Water Pollution scheduled in 
Washington, D. C., December 12-14. 

This meeting has a dual goal: (1) 
to establish substantial agreement 
on national goals for water pollu- 
tion control; and (2) to obtain 
agreement on the specific programs 
needed to reach these goals. 

Dr. Burney sets out the purpose of 
the conference in this statement: 
“Since the start of World War II, 
construction of water supply and 
pollution control facilities has 
lagged far behind national needs. 
These needs will continue to grow 
during the 1960’s as the result of 
population increases, the further 
concentration of people in metropol- 
itan centers, and sharp increases in 
the use of water by households, 
farms, and industry. 

“Partly because of public apathy 
toward the water problem, the Unit- 
ed States has accumulated a huge 
national deficit in needed facilities. 
In a number of communities and in 
some river basins, citizens, govern- 
mental authorities, and industry 
have done a good job of cleaning up 
rivers and other water sources. But 
in many other places much more ag- 
gressive action is necessary if 
mounting demands for clean water 
are to be met and if the public 
health is to be protected. . . . We 
need to apply more sanity to sanita- 
tion." 

Four panels during the conference 
will concentrate on water pollution 
and our changing times, meeting the 
growing competition for water, 
keeping water clean, and research 
and training. 


Congress Refuses GSA Bid for 
Shelters in U. S. Buildings 


A General Services Administration 
request for funds to build fallout 
shelters in government buildings— 
both existing and new—went the 
way of so many proposals before the 
short session of the 86th Congress. 

It was turned down. 
GSA long had entertained hopes 
of spending $2 million on the shelter 
continued on page 304 


Spang Headerduct will feed electric, telephone and intercom wiring into floor cells оп 28 of the 32 floors at First City National Bank 
Building, Houston, Texas. This will provide service wherever it's needed and permit speedy changes to meet any future requirements. 


In 1990 this Spang Headerduct wiring system will be as modern as it is today! 


Houston's new First City National Bank Building is 
prepared electrically for any future requirements 


Nobody knows what kind of electrical service the tenants 
of First City National Bank Building, Houston, Texas, 
will need in the year 1990. But this new building will be 
able to handle their requirements through this SPANG 
Headerduct system. 

Over 31,000 ft of SPANG Headerduct have been in- 
stalled from the second through 29th floor of the 32-story 
building to carry electric power, telephone and intercom 
wiring under the floors. 

Future wiring requirements can always be made quickly, 
because the wiring is accessible by removing the SPANG 
Headerduct access box covers. This eliminates costly dig- 
ging into concrete, repairing and redecorating. Cellular 
floor cells carry the wiring from the headerduct to all 
parts of the floor at regular intervals, providing conveni- 
ent wiring service wherever it's needed. 


PLAN FOR THE FUTURE WITH SPANG 


SPANG Underfloor Duct systems help builders stay mod- 
ern longer. The engineered design of these products sim- 
plifies installation and assures a lifetime of satisfactory 


service. To suit your requirements, you have a choice of 
Standard Underfloor Duct, Double-Capacity Duct and 
Headerduct—plus a complete range of service outlet fit- 
tings. For complete information mail the coupon below. 


Architect: Skidmore, Owens & Merrill, New York, N.Y., arid Wilson, 
Morris, Crain & Anderson, Consulting Architects—Houston, Texas 
General Contractor: W. S. Bellows Construction 

Corporation, Houston, Texas " 
Electrical Contractor: Fischbach & Moore of у 
Texas, Inc., Houston, Texas ; 
Spang Distributor: Graybar Electric Company, 
Houston, Texas 


& Steel’s Symbol 
| of strength, 
long life, 

and economy 


THE NATIONAL SUPPLY COMPANY 


Two Gateway Center, Pittsburgh 22, Pennsylvania 


SPANG” 
UNDERFLOOR 
DUCT 


Subsidiary of Armco Steel Corporation 5% 


The National Supply Company, Underfloor Duct Department 
P.O. Box 416, Pittsburgh 30, Penna. 


Please send me a copy of Bulletin No. 491 entitled “SPANG 
Underfloor Distribution Systems.” 


Name БаР В А E 
Title | 
Company . 


Address | — 


City - Zone 
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It’s comfortably cool in this strikingly modern 
church—even with the Texas sun burning against 
its tall and beautiful glass wall. The system is the 
most modern, too—an Arkla-Servel gas air condi- 
tioning unit. 


After careful study backed with successful experi- 
ence in previous jobs, the architect specified gas 
and Arkla. “The main reason is performance. What 
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Pai жм 


Й св Ж. „„_ 
ынан н egea аг 


now we're cooling... 


could be easier. You just set it, and forget it. Of 
course, economy plays a big part, too... but basi- 
cally it's the trouble-free operation." 


You or your clients can have this same efficient year 
'round operation. For specific information, call your 
local gas company, or write Arkla Air Conditioning 
Corporation, General Sales Office, 812 Main Street, 
Little Rock, Arkansas. American Gas Association. 


uM 


St. James Episcopal Church, Dallas, Texas. Designer: Jack Hemphil 


with GAS! 


Arkla-Servel Sun Valley 8% and 5-ton gas air con- use low pressure steam from a gas-fired boiler as 
ditioners are compact, central units that eliminate the source of energy for the chillers. They're com- 
the need for fans, window air conditioners or sep- pact, easy to install and adjust automatically to 
arate cooling units. They cool, heat, | heat loads. They do not cut out at 


high loads, since capacity increases 
with rising temperatures. 


FOR HEATING & COOLING 
GAS IS GOOD BUSINESS! 


clean, dehumidify and distribute air 
for year 'round comfort at low cost. 


For larger installations: Arkla- 1 = 
Servel 25-ton gas absorption units 


3% and 5-ton 


GAS-OPERATED ARKLA-SERVEL AIR CONDITIONING UNITS 
lowest operating costs • fully automatic operation • long dependable service 
packaged construction * compact size * easy installation 
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areas in standing structures, and 
$5.2 million in new projects. The 
regular budget request had been 
turned down earlier this year, so the 
White House sent а supplementary 
document to the appropriations com- 
mittee of the House asking that the 
money be voted before the 86th Con- 
gress quit for good. 

The original budget request 
sought the $2 million for incorpo- 
ration of fallout shelters in altera- 
tions to existing buildings and $11.1 


Specify ` 


MODULAR MULTI-VENT 
Low ve.oerv AIR DIFFUSERS 


for TRUE COMFORT... CLEAN CEILINGS 
. . . INSTALLATION ECONOMY 


Complete absence of strong air streams 


. . . eliminates need for air directional adjustments by 


diffusing vanes or baffles. 


... permits diffusers to be located anywhere in ceiling 
and partitions to be relocated with no possibility of drafts. 
...eliminates dirt impingement on ceiling and wall 


surfaces. 


. . . eliminates all sound of rushing air. 


Engineering data book 
available to system 
design engineers 

on request. 


Y 
4 

- 
p 


million to convert projects proposed 
in the fiscal 1961 building program 
to include the shelters. The House 
refused to vote any funds for the 
purpose on the first try, and the Sen- 
ate approved $6.4 million. When the 
bill got to conference, however, the 
Senate amount was dropped. This 
prompted the Administration to 
make its supplemental request in 
August. 

The subcommittee handling the 
supplemental request for independ- 


Modular Multi-Vent panel 
completely concealed in 
standard metal pan ceiling. 
Multi-Vent panels are also 
2” available іп other models 
and sizes for installation 
1 in all types of ceiling 
\ construction. 


MULTI-VENT DIVISION 
THE PYLE-NATIONAL 
COMPANY, 1375 N. Kostner 
Avenue, Chicago 51, Illinois 


Sales Agents and Represent- 
atives in principal cities 
U.S. and Canada. 
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ent offices held no further discus- 
sions on the fallout shelter matter 
but Chairman Thomas (D-Tex.) did 
submit for the record a newspaper 
article indicating that the fallout 
peril may be less than had been esti- 
mated. 


State and Local Public Works 
Seen Hurt by New Tax 


The Treasury Department's an- 
nounced intention to tax interest 
paid on state and municipal bonds 
was attacked by a New York City 
organization known as the Confer- 
ence on State Defense made up of 
principal national organizations of 
governors, mayors and other city 
officials, state attorneys general and 
county officials. 

The grounds for protest were 
based on argument that the move 
would seriously impair all non-Fed- 
eral public works programs. The 
Conference asked that the proposed 
regulation, announced August 18, be 
withdrawn or corrected. It asserted 
that the proposal jeopardized the 
traditional and constitutional im- 
munity of state and local securities 
from Federal taxation. 

The Conference said that govern- 
ors and mayors expressed instant 
concern because the Treasury move 
directly affected the financing of 
their various public works рго- 
grams. The development was said to 
constitute a threat to funding local 
school, highway, river and harbor, 
hospital and sanitation projects. 


ННҒА Will Dramatize Need for 
Urban and Housing Personnel 


American education is being called 
upon to step up the tempo of its 
teaching in the urban and housing 
field. Doing the calling is the Fed- 
eral government's Housing and 
Home Finance Agency. 

Housing Administrator Norman 
P. Mason announced that he would 
convene a two-day conference this 
fall in an effort to meet a growing 
need for more trained manpower. 
College and university administra- 
tors and faculty will attend. 

Mr. Mason explained his motive 
this way: “The tremendous increase 
in urban and housing activities in 
our cities and towns in the last dec- 

continued on page 308 


K 
permanently 


warp-free 
Nucite glass chalkboards 


Superior writing surface is always 
smooth and even, for perfect legibility 


How long do you expect your school to last? That’s 
exactly how long you’ll have a perfectly plane, 
smooth writing board ... if you specify Nucite 
chalkboards. Wash them every дау... expose them 
to high humidities .. . install them while plaster 
is still drying . . . it doesn't matter. Nucite boards 
can't warp, kink or bend out of shape. 

Even the joints are perfectly flat. There's no 
raised bead at the edges to cause annoying chalk- 
skip, as there is with most steel boards. Just a 
matched, flush-filled grout and smooth, flat glass. 

Of course, it's a specially tempered glass. Heavy 
shocks that damage most other types of chalk- 
boards just don't bother Nucite boards. Nor do 
the moderate impacts that often cause chipping 
and flaking when porcelain is bonded to a surface 
less compatible than glass. Nucite boards are 
tough. They're similar to the porcelain panels 
used in curtain wall construction. 

Other benefits? Plenty. They're non-fading, 
thoroughly washable, exceptionally legible, easily 
erased, resistant to just about every kind of dam- 
age. Апа they never require refinishing. In every 
way, they're the finest chalkboard available. Yet, 
they cost less than high-grade, heavy gauge steel 
boards—the next closest thing to chalkboard per- 
fection. Five sight-engineered colors. Send for 


samples ... or see Sweet's 235 Agents and dis- 
e. 


tributors in all principal cities. Write for the 
name of the one nearest you. 


Sliding chalkboards operate vertically, or hori- 
zontally like sliding closet doors...expand working 
area without increasing the wall space required. 
Fixed back panel may be of crayon board for 
multicolor work, or a projection screen, or cork 
bulletin board. Chalkboard panels slide on nylon 
rollers in chrome-plated tracks. Ask your New 
York Silieate distributor about our engineering 
service. Ask him too, about Nucite glass, steel, 
Formica, Silicate composition or slate chalkboards 
—or about glass door or changeable letter bulletin 
boards. He'll give you unbiased opinions, since 
New York Silicate manufactures them all. 


X In more than 20 years and 25,000 installations, 
we have never been called upon to fulfill the fol- 
lowing guarantee: the surface of Nucite glass chalk- 
boards is guaranteed for the life of the building 
against fading, warpage, or becoming slick or shiny 
under normal classroom use. e Should any Nucite 
glass chalkboard break within 20 years after installa- 
tion, outside of willful or accidental damage, it will 
be replaced free of charge. 


ЭД 46014,9 SILICATE 


вООК 5 АТЕ СОМРАМҰ, SOO Old Country Road 
Garden City, New York 


КІТСНЕМ5 


7 FOOD LABORATORIES 
Dosage cu a NM UNE NE 


here is 
special activity 
cabinet desig 


зай 

Ж Geneva's complete line of School Cabinets 

is designed to more fully meet "Special 
Activity" requirements. From arts and 
crafts, homemaking on to food labora- 
tories, they are the result of study and re- 
search ... provide a more functional lay- 
out, more practical cabinet utilization. 
"Special Activity" design coupled with 
Geneva's wider selection . . . recognized 
superiority in appearance and durability 
make Geneva your soundest investment in 
every way. 


Write For Full Details . . . including 
information оп Geneva Impasto— 
the exclusive etch-line, textured 
cabinets, 


GENEVA MODERN KITCHENS 
Dept. AR-10-60 
DIVISION OF ACME STEEL COMPANY 
Geneva, Illinois 
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IT'S 
HERE NOW! 
BESTWALL'S ALL 
NEW INCOMBUSTIBLE 
ACOUSTICAL TILE FOR 
'SPACIAL SILENCE': THE NEW 
CONCEPT OF SOUND CONTROL FOR 
COMMERCIAL AND INDUSTRIAL NEEDS 


Washington Topics 


continued, from page 304 


ade has created an increasing de- 
mand for trained people and greater 
knowledge. Governmental bodies 
and private industry are both feel- 
ing the pinch of shortage of skilled 
manpower on urban problems. Our 
needs for basic training and study 
on the problems of ‘inner space’ are 
as immediate as those for outer 
space." 

He noted that many educational 
institutions already have estab- 


lished special studies, classes and 
even departments in the urban and 
housing field. The higher education- 
al system, he feels, has the obliga- 
tion of supplying much of the train- 
ing and study that is needed. 

“Т believe that we need to extend 
and accelerate this work to keep 
pace with the efforts of our commu- 
nities to plan and develop their fu- 
ture," he commented. “We are asking 
these educators to meet with us to 


1 
Tremco formu- 


lation permits immediate 
use of factory-mixed 100% 
liquid polymer sealant. 


2 
Tremco 


formulation elimi- 
nates failure hazards 
and higher cost of 
on-the-job mixing. 


6 


3 
1-PART Tremco formu- 


lation assures exceptional 
adhesive qualities and 
long-life elasticity. 


4 
1-PART Tremco formu- 


lation prevents staining on 
all types of masonry. 


reasons why 5 


you should consider 
TREMCO 


Tremco 


formulation offers 
wide range of colors. 


1-PART 100% 


LIQUID POLYMER 


6 


SEALANT! 


TREMTAPE 


Neal 
MONO LASTO-MERIC 
LIBERTY MUTUAL INSURANCE COMPANY 
Office Building in Boston, Massachusetts 


ARCHITECT: Perry, Shaw, Hepburn and Dean 
Boston, Massachusetts 


Tremco 1-Part 100% Liquid Polymer supplies the difference that assures 
absolute weathertightness for controlled joints, expansion joints and. 
conventional caulking joints. Ask your TREMCO Man for a Mono 
Lasto-Meric data sheet or write: The Tremco Manufacturing Company, 
Cleveland 4, Ohio, or The Tremco Manufacturing Company (Canada) 


TREMCO MONO LASTO-MERIC® 
has this important basic superiority 
over conventional sealants; it is for- 
mulated with Tremco-developed and 
Tremco-manufactured pure 100% 
liquid polymer. Conventional sealants 
require the use of ingredients that will 
migrate or disappear in time, thus 
lowering sealant life and efficiency. The desired requirements of ex- 
ceptional adhesion and enduring elasticity are inherent and permanent 
parts of the Tremco basic polymer, 


Tremco formu- 


lation provides caulking 
gun consistency, in car- 
tridge or bulk. 


Limited, Leaside, Toronto, Ontario. See our Catalogs in SWEET'S. 


PRODUCTS AND TECHNICAL SERVICES FOR 
BUILDING MAINTENANCE & CONSTRUCTION 


"When you specify a Tremco product 


s.. you specify a Tremco service!” 
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see what our educational institu- 
tions can do to achieve this and how 
we can best help them." 

Plans for the conference are be- 
ing worked out by Dr. M. Carter Mc- 
Farland, HHF A's director of the di- 
vision of economies and program 
studies. He is being assisted by Dr. 
Ernest Fisher of Columbia Univer- 
sity, Dr. James Gillies of the Univer- 
sity of California in Los Angeles, Dr. 
Donald Stone of the University of 
Pittsburgh, and Dr. Arthur Weimer 
of the University of Indiana. 

Prior to the conference three sur- 
vey papers will be prepared for ad- 
vance study by those attending la- 
ter. One, to be prepared under the 
direction of Dr. Stone, dean of the 
Graduate School at the University of 
Pittsburgh, will survey curricular 
developments in colleges and uni- 
versities especially designed to pro- 
vide training in urban development 
and housing. 

A second paper, to be prepared by 
Dr. Richard U. Ratcliff, Professor of 
Land Economics, University of Wis- 
consin, will review research planned 
or being undertaken in these fields 
in higher educational institutions, 
and the kinds of research needed in 
the future. 

The third paper, to be prepared 
by HHFA's staff, will present the 
wide variety of career opportunities 
that have developed in publie and 
private fields under the impact of in- 
creased activity on urban develop- 
ment and problems. 

Mr. Mason said the papers would 
present the basis for the conference 
discussions. Some 40 to 50 educa- 
tional representatives from large 
and small schools and from related 
fields of interest will be selected to 
attend. 


Three More Atlas Bases Ready 
But Program Still Lags 


Three more Atlas intercontinental 
ballistic missile bases were made 
combat-ready late in August and 
brought to nine the number of such 
installations certified as completed 
and operational. But the construc- 
tion program still was lagging be- 
hind its proper schedule. 

Warning of the slow-down in base 
construction was sounded earlier 
this year with Congress, the Defense 

continued on page 314 


907—QUARTER BEND (909) 
copper to copper | 
14,14,2,3, 4 


| 907-2— QUARTER BEND (909) | 
copper to fitting 
| 


174, 1%, 2, 8,4 


906—EIGHTH BEND (45°) 
copper to copper 


1%, 1%, 2, 8,4 


906-2—EIGHTH BEND (45°) 
copper to fitting 


1%, 1%, 2, 3, 4 | 
| 


[ 901—COUPLING 
iua x | соррег іо соррег 


FESSIONAL LOOK. 


INCREASER 
3x4x18,3x4x24, 
3x4x30 


923—ROOF VENT | 


еген 


ITA additions to the NIBCO 
ШТИТУ represent another 
БЕТЕ i engineering first... 
1 fey further increase the 
value of copper 
plumbing. 


MEMBER 


EVER WITH 


BY NIBCO 


Wrot drainage fittings by NiBCO offer these important 
advantages: REQUIRE LESS SOLDERING TIME. COST IS SAME 
Farm 1A; 1%, 2, 8,4 AS FOR CASTINGS. SMOOTHER INSIDE; SAME DIAMETER AS 
PIPE. NO POROSITY, NO LEAKERS. INSTALLATION HAS "PRO- 


Send coupon for Catalog Supplement DWV-2A 


or see your NIBCO wholesaler. 


NIBCO INC., Dept. K-2110, Elkhart, Indiana 
Please send your new Catalog Supplement DWV-2A, 


name 


firm 


address 


city, state 
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COPPER DRAINAGE 
IS BETTER THAN 
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Іп Detroits New Cobo Hall 


10 ACRES 


OF 
ue Wee DRAMATIC 
RU ie oes eee m Д М [) 

XIBLE LIGHTING... 


ПУДА, 


ІП 


ШІ 
ІІ 


Space limits а complete descrip- i Е PEV ALS AE ZR - UMS = 
tion of the Sylvania lighting in- M oL e ы pete ; UE ee 

stallation at Cobo Hall. If you are ШІ; 
interested in a full detailed re- 
port, it will gladly be sent on 
request. Simply write to Sylvania 
Electric Products Inc., Wheeling, 
West Virginia. 


Giffels & Rossetti, Inc., Architects and Engineers г» = 4 ШС, 
Hatzel & Buehler, Inc., Electrical Contractor 
Tarnow Electric Supply Company, Electrical Distributor 


Sylvania's louvered ceiling provides 135 footcandles of general lighting for over 
100,000 square feet of display area. Complete system consists of outrigger-type 
fixtures with eight 75-watt Instant Start lamps installed in a grid arrangement. 


310 ARCHITECTURAL RECORD October 1960 


ашасы АЙЫ ая eri t E ERE i 


One of three 100,000 sq. ft. exhibit halls lighted with Sylvania's 2’ x 8' and 


c. p * 


2' x 2 Troffers in a modular pattern. 


һу SYLVANIA 


Cobo Hall, Detroit's new exhibition center, features one 
of the largest and most flexible lighting installations 
ever made. 

On both floors of this vast exhibition hall Sylvania 
provides the versatile lighting needed for a wide variety 
of exhibition uses. 

The three halls on the second floor, designed for the 
display of large equipment, each measure 240 feet wide 
by 405 feet long with a ceiling height of 30 feet. Each 
hall utilizes Sylvania's 2' x 8' lay-in Troffers and 2' x 2' 
recessed units in an attractive and eye-catching 10’ x 10’ 
modular pattern. 

Through circuiting, six different general lighting levels 
up to 135 footcandles can be obtained. Keeping with the 
flexibility theme, each 2’ x 2’ unit contains fluorescent 
lamps for general lighting and one 500 watt incandescent 
swivel-type spot for highlighting exhibits. 


On the first floor where smaller equipment will be dis- 
played an entirely different lighting system is used. 
Sylvania’s luminous louvered ceiling provides 2-level 
lighting control—either 70 or 135 footcandles—for over 
100,000 square feet of display area. Again incandescent 
spots are installed on 14’ square modules to highlight 
displays. 

This tremendous lighting installation illustrates Sylvania’s 
ability to work hand in hand with architect, engineer and 
contractor on jobs of any size ... from 10 square feet to 
10 acres. 

For your next lighting installation—check Sylvania first, 


.SYLVANIA LIGHTING PRODUCTS 
A Division of SYLVANIA ELECTRIC PRODUCTS INC. 
One 48th Street, Wheeling, W. Va. 


SYLVANIA 


Subsidiary of GENERAL TELEPHONE & ELECTRONICS 
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QUALITY SLIDING GLASS DOORS THAT LOOK YOU 


SQUARE 
2 IN 


ІНЕ 
EYE 


If frames could be turned inside out, you'd be 
amazed at the way some makers cut quality. Thin 
wall sections, inadequate weathersealing, weak 
corner construction, etc. — price-cut features often 
not apparent — in time cause client dissatisfaction 
and needless service expense. For doors with the 
constitution to look you square in the eye year after 
year (and the same goes for Miller dealers!) specify 
Miller quality aluminum doors: #1000 series for inter- 
changeable 1” or 5/8" dual, or 1/4" or 3/16” single 
glass; #625 series for 5/8" dual glass; 4187 series 
for 1/4" or 3/16" single glass. 


AEROFIN 


Smooth-Fin Coils 
offer you 


Greater Heat Transfer 
per sq. ft. of face area 


Lower Airway 
Resistance 


Aerofin smooth fins can be spaced as closely 
as 14 per inch with low air friction. Conse- 
quently, the heat-exchange capacity per 
square foot of face area is extremely high, 
and the use of high air velocities entirely 
practical. Tapered fin construction provides 


"BUILT TO LAST A HOUSE TIME" FEATURES 


© Heavy-walled box type aluminum extrusion 
frames. € Heavy-tred threshold. © All-season 
weather seal. Ө Full grip “Magic Touch" hardware. 
Q Track hugging, easily adjustable rollers. @ Insect 


ample tube-contact surface so that the entire 
fin becomes effective transfer surface. Stand- 
ardized encased units arranged for simple, 
quick, economical installation. 


resistant, external screen. @ Lustrous weather-pro- 
tected Alumilited finish. 


Write for catalog. See Sweet's Arch. File 16d/Mi, or 
Sweet's Light Construction File 5a/Mi. Dealers in 


principal cities. 
illos 
Miller Sliding Glass Door Co., Inc. 


3216-AR Valhalla Dr., Burbank, Calif. 


Member of Sliding Glass Door & Window Institute 
Member of Building Contractors Association 


| Write for Bulletin 5-55 


AEROFIN 


CORPORATION 


101 Greenway Ave., Syracuse 3, N.Y. 


a Zeii xr Resistunte 


Aerofin is sold only by manufacturers of fan system 
apparatus. List on request. 
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Guest Lounge of Los Altos Inn, Los Altos, California. Designer: Stan Mattson, Mountainview, California. Contractor: Surety Building 
Co., Inc., Cupertino, California. 


Space provided: motel office, restaurant, guest lounge, two paneling, gypsum board. Floors: carpeting over concrete on 
conference rooms, two executive suites, manager's apartment. | ground floor; carpeting over Tim-Deck on mezzanine floor. 
Structural framing: glulam floor beams spaced at 8’ and 12'- Roof: felt and tar with crushed aggregate surface over Tim- 
6”, resting upon glulam columns; glulam peaked and cam- Deck and rigid insulation. Heating: gas-fired forced air. 
bered roof beams spaced at 8’. Exterior walls: Palo Verde stone. Lighting: incandescent fixtures. Area: 7,309 square feet. Cost: 
Texture One-Eleven plywood, stucco. Interior walls: wood $11.63 a square foot. 


Glued laminated members by Timber Structures, Inc. 


provide structural framing which combines 


of luxury demanded by a sophisticated traveling public. 


TIMBER STRUCTURESING. 


Р. О. BOX 3782-A, PORTLAND 8, OREGON 


Division Offices in Ramsey, N. J.; Schiller Park, Illinois; Dallas, Texas 
DISTRICT REPRESENTATIVES IN MAJOR CITIES THROUGHOUT THE UNITED STATES 


Member А.1.Т.С. 
and Producers’ Council 
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Washington Topics 


continued from page 308 


Department, contractors and sub- 
contractors embroiled in studies of 
the cause and recommendations for 
speedier achievement. New methods 
of managing the planning and con- 
struction of the essential bases were 
worked out during the summer at 
the Pentagon. 

There was general agreement that 
complicated relationships between 
the military services and their civil- 
ian contractors and subcontractors 
had brought about unwarranted de- 


lays in getting the installations un- 
derway and finished. The Air Mate- 
riel Command now has been given 
supreme responsibility. Site activa- 
tion is in the hands of Major General 
Thomas P. Gerrity, Ballistic Missile 
Center, Englewood, Cal. 

It is expected that the rearrange- 
ment of authority will bring about a 
speed-up in base construction and in 
due time quiet the criticisms of man- 
agement procedures that marked the 
summer of 1960. 


92 “watchmen” 


protect “WATKINS” 


ONLY 3 OF THEM 
ARE ON THE 
PAYROLL 


One of the outstanding advantages of 
an Autocall Property Protection Sys- 
tem is the day-in-day-out savings... 
enough to pay cff the initial cost in a 
short period of time. At the Watkins 
Products Inc., Winona, Minnesota for 
example, only one third the normal 
security patrol personnel is required. 


All trouble signals are automatically 
funneled into the Control Center. Here 
they are immediately printed (in plain 
English) on the Autocall-Howe Print 
Recorder, giving time, location and 
cause of the signal. 


Automatic sensing devices are the 
“watchmen” of the system that detect 
and signal dangerous or irregular con- 


THE AUTOCALL COMPANY e SHELBY, OHIO • SALES OFFICES IN PRINCIPAL CITIES 


can be brought to a high level. Get the 


flutocall. 


FIRST IN PROPERTY PROTECTION 


ditions. Signals are positive, non-inter- 
fering and successive. If two or more 
transmitters are actuated at the same 
time, each operates in its proper turn. 


A money-saving system can be tailored 
to fit the size and nature of your 
property. Security personnel can be 
held to a minimum while protection 


full story. Phone, write or wire now. 


See us in “SWEETS” 
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Labor Okays Home Mortgages as 
Pension Fund Investments 


The AFL-CIO executive council 
took a significant step in Chicago in 
August which is expected to pour 
billions of new dollars into the home 
mortgage market. This will be from 
labor pension funds—local union 
welfare fund reserves. 

Organized labor was not unmind- 
ful of the benefits to accrue to it in 
such an arrangement. The release of 
funds was expected to make housing 
mortgage money more readily acces- 
sible at a cheaper rate and indirectly 
affect lending rates of banks and 
other institutions, driving them 
downward. 

The investment would yield an 
estimated five per cent whereas the 
funds (some $30 billions of them) 
now are invested mainly in Federal 
government bonds paying approxi- 
mately three per cent. 

There was the hope on the part of 
the executive council that pouring 
the pension reserves into home mort- 
gages would tend to erase discount- 
ing practices in the arrangement 
of Federal Housing Administration 
and Veterans Administration loans 
which have added to housing costs. 
And then, a general stimulation of 
the home building market was cer- 
tain to result in more jobs for the 
building trades. 


Elmer A. Lundberg Nominated 
To Head Producers’ Council 


A new slate of officers for the Pro- 
ducers’ Council, Inc., national or- 
ganization of building product man- 
ufacturers affiliated with the Amer- 
ican Institute of Architects, has 
been proposed to the membership. 
The list will be acted upon at the 
39th annual meeting of the Council 
and its Chapter Presidents Confer- 
ence to be held in the Drake Hotel, 
Chicago, October 5-7. 

Presidential nominee is Elmer A. 
Lundberg, architect, and director of 
architectural services for the Pitts- 
burgh Plate Glass Company. He is 
1960 vice president and has been ac- 
tive in Council affairs for many 
years. Upon election he will succeed 
H. Dorn Stewart, New York, presi- 
dent of the Barrett Division of the 
Allied Chemical Corporation. 

Nominated for first vice president 
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І.Е. CARPENTER 
ORIGINAL 


the classic | 
magnificence of 
ancient stone 
captured in 
modern, 
everlast 


. 


TRAVATEX another product of 

L. E. Carpenter's designing skill and 
integrated manufacturing ingenuity 
in Vinyl Wallcoverings 


Endowed with nature's delicately 
changing tones and distinctive tex- 
ture . . . the life-like strata and 
random pebble formations ...the 
noble complexion for which stone is 
so admired. TRAVATEX...in prac- 
tical, modern Vicrtex vinyl wall- 
coverings. Care-free as stone, yet 
will not stain, chip, fade or crack. 
The newest tri-dimensional Vicrtex 
Original Pattern . . . in 14 refresh- 

*vinyl — ing colors. 

electronically 

fused 


L. E. CARPENTER & COMPANY 
Empire State Building, New York 1 e LOngacre 4-0080 в Mills: Wharton, М. 
Available in Canada: CANADIAN RESINS AND CHEMICALS, Montreal and Toronto 


The Finest Collection of Architect-designed 


THE TREASURIES ОР 
CONTEMPORARY HOUSES 


Selected by the Editors of 
Architectural Record. 


Р. W. DODGE CORFOSATFON 
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452 pages, 9” x 12" 
2 volumes, handsomely boxed 
more than 1,000 illustrations, 
photographs, plans, drawings 
8 pages in full color 
only $14.50 


DODGE BOOKS, F. W. Dodge Corporation 
119 W. 40th St., New York 18, N.Y. 


Send me The Treasuries of Contemporary Houses. Within ten days 
after receipt, I will either remit $14.50, plus postage, or return the 


books and owe nothing. 


SAVE MONEY. Enclose payment with your order, and а» рау$ 


postage. Same return privilege. 


Houses Ever Published ; 


THE TREASURIES 
оғ 
CONTEMPORARY HOUSES 


by the editors of 
Architectural Record 


YOU CAN'T AFFORD to miss these books if you are inter- 
ested in houses. For here are practical ideas on planning, 
construction, decorating, and money-saving details that 
will make any house more economical to build, more 
pleasant to live in, and easier to sell. Whatever price 
range interests you, you will find beauty, convenience, 
and cost consciousness reflected constantly in the pages 
of these volumes. 

THE TREASURIES OF CONTEMPORARY HOUSES 
contain ninety-four houses. They come in all sizes and 
shapes. They have flat roofs, shed roofs or pitched roofs. 
They include bungalows, split-levels, and two-story 
houses made of brick, steel, wood and concrete. There 
are houses designed to meet the problems of a specific 
setting, houses designed around the hobbies and pro- 
fessions of their owners, country houses, city houses, 
houses planned for entertainment, children or outdoor 
living. The houses presented here range from the inex- 
pensive to the luxurious, yet whatever their regional, 
financial or esthetic variations, these houses have one 
important point in common — they were built to be lived 
in and enjoyed. 

Lavishly illustrated with over 800 superb photographs 
which show each house from almost every conceivable 
angle indoors and out, the volumes also include the 
architects’ floor plans and a brief, lively text that is free 
of technical jargon. In addition to 
structural detail, the books include 
information on decoration and 
landscaping. 


Order your set 
on approval 


Mail this coupon today 
for immediate delivery 


Instant Space Control 5: by Mills 


This is Mainliner—a new control for the planner challenged by an exploding office population. It is the only free- 
standing partition built to match the design and quality of Mills full-height wall systems. Mills' experience in wall-craft 
invests the Mainliner with superior finish, construction and versatility. Mills representatives are now showing further 
examples of Mills-conditioned office space; you may see them by writing to us, The Mills Company; since 1921, 


manufacturers of movable wall systems; 932 Wayside Road, Cleveland 10, Ohio. 


Space-Conditioning: 

a total concept by Mills. 
Control » Comfort 
Privacy « Efficiency 
Beauty 
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* Don't interrupt him now... 
pacing his new BARRETT Bonded Roof does things for him." 


Offices in: Birmingham, Boston, Charlotte, Chicago, Cleveland, Houston, New York, Philadelphia, St. Paul. 
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THO' WE DON'T RECOMMEND PACING A 
NEW BARRETT BONDED ROOF МЕ САМ 
UNDERSTAND ІТ. After all, а Barrett bonded 
roof does inspire confidence. And for 2 good reasons: 


1. Quality roofing and roof insulation materials. 
2. Applied by pros—Barrett-approved roofers. 
3. Barrett's dependable roof-inspection service. 


Speaking of roofs... 

For a pitch roof, we've got the famous Barrett 
SPECIFICATION* roof—the first 25-year bonded 
piteh and felt roof available. For an asphalt roof, 
always dependable Barrett ANCHORBOND*. For roof 
insulation, Barrett's unique surface-sized fiberboard. 
Keeps pitch and asphalt where it should be—on top. 


Don’t forget BARRETT ... Aluminum siding e 
Asbestos-cement siding е Ceiling tile e Gypsum e 
Insulation board • Plastic panels e Protective coat- 
ings е Rock wool • Roll roofing е Roofing shingles. 


Trade Mark of Allied Chemical Corporation 


еа 


BARRETT DIVISION 


40 Rector Street, New York 6, М. Y. 


hemical 
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Irwin T. White residence—Architect: John Terence Kelly 


Japanese lighting... 
Structoglas style 


Architect John Terence Kelly achieves glare-free 
natural lighting in this new home with shatterproof 
Structoglas panes. These versatile translucent 
panels add their Japanese quality light to two areas: 
in bedroom window walls (used with a fiberglass 
inner mat to form a “sandwich”) and in cypress- 
framed windows between balcony, bedroom and 
living room. Wherever you want translucent light- 
ing effects—with great strength and beauty—specify 
Structoglas. Write Structoglas Inc., Dept. 1002, 
Cleveland 20, Ohio, for catalog and samples. 


® 
GUARANTEED Ў FIBERGLASS 
FOR 3 YEARS 
ги dents, репе > REINFOR С ED PANEL S 


mildew under 
conditions specified, 
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from one end of the kitchen to the other.. 
a 3 " j 


E 


PLAN A COMPLETE 
WATER SERVICE SYSTEM with 


720, Stream-Mated 
WATER FIXTURES 


more sanitary, durable, trouble-free {i 


ub 
SFA 


When you pick the most practical 
layout for your new or remodeled 
kitchen, pick the most practical 
water fixtures to complement it. 
Leading food facility architects, 
specifying engineers, and plumbing 
contractors —the men who know — 
specify T&S quality-built fixtures 
to make that big difference in the 
smooth-operating efficiency of every 
type of kitchen, large or small. 
Heavy duty construction, finest 
materials, precision engineering, 
quality control, guaranteed 
satisfaction...all these are plus 
features you get with every T&S 
unit at no premium in cost. 

Insist on a complete T&S 
stream-mated system for integrated 
water service on a par with the 
kitchen you have planned. 


T&S SPECIFICATION MANUAL 
FREE to kitchen planners! 


This complete T&S manual of plumbing fixtures 

RUE and specialties helps you design an entire 
кийн kitchen layout for most efficient water service. 

and SPECIALTIES for It contains full specifications and roughing 

INSTITUTIONAL KITCHENS data of water units for every purpose to save 


time, steps and money in your planning. Write 
or call today for your personal, registered copy. 


See your dealer or write for Product Bulletins on: 


PRE-RINSE % GLASS FILLERS 9 WATER STATIONS 9 FAUCETS 
PEDAL VALVES AND SERVICE FITTINGS 9 POT FILLERS 
KETTLE KADDIES ® SPRAY HOSES € ACCESSORIES 


LAB-FLO LABORATORY SERVICE FIXTURES 


T&S BRASS & BRONZE WORKS, 
128 MAGNOLIA AVE., WESTBURY, 1.1., N.Y. 
Telephone: EDgewood 4-5104 


ЖАУУ 
js 
ARCHITECTURE 
AND 
ALLEGHENY 
STAINLESS 


—— — 


2 


Here's a book that offers new design ideas, new uses for 
stainless steel in building. "Architecture and Allegheny 
"Stainless" brings you up-to-date on the latest professional 
developments . . . with full-color illustrations of buildings 
just completed or.still under construction. 

Specific data, with pictures and design details, illustrate 
Such stainless applications as curtain wall construction, store 
fronts and entrances, windows, hardware, roofing and others. 
WSW-751» 


/ JUST OUT! 52-page book... 
with exciting color illustrations and design details 


Evidence enough that modern architecture's demands ate 
more than matched by the strength, quiet beauty and cor- 
tosion-resistance of Allegheny Stainless. 

"Architecture and Allegheny Stainless" is filled with facts 
vital to everyone concerned with architecture and buildings. 
Write today for your free copy. Allegheny Ludlum Steel 
Corporation, Oliver Building, Pittsburgh 22, Pa. 

Address Dept. R-10 


ALLEGHENY LUDLUM > 


“Export distribution: AIRCO INTERNATIONAL 
EVERY FORM OF STAINLESS... EVERY HELP IN USING ІТ 
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=з жені. 
. for outdoor апа | 


indoor applications | 


louver guard ог... 


. the widest selection of 


step lights and night lights 


available today... 


weatherproof enclosed and gasketed 

. incandescent or fluorescent... all 
cast aluminum everlasting construction 
... flawless satin aluminum anodized 
for permanence ... louver guard or 
white tempered glass or prismatic lens 
diffuser available in 3 different sizes. 


Ask for complete specification data 
sheets Section A pages 31/32/33/34. 


mc Philben 


LIGHTING 
1329 Willoughby Ave., Brooklyn 37, N. Y. 


Washington Topics 
continued from page 314 


is Donald A. Proudfoot, Seattle, 
marketing manager for Simpson 
Timber Company. Robert W. Lear, 
New York, director of marketing 
services for American Radiator and 
Standard Sanitary Corporation, is 
proposed for the position of second 
vice president. Earl F. Bennett, di- 
rector of architectural sales for the 
Koppers Company, Pittsburgh, has 
been nominated for secretary. 


Addenda 


The National Science Foundation 
announced that total funds for the 
performance of basic research in the 
United States reached a level of $1 
billion in 1959-60. A statistical se- 
ries compiled by NSF indicated that 
basic research funds rose from 
around $430 million in 1953-54 to 
more than $830 million in 1957-58, 
an increase of 93 percent. Total re- 
search and development funds in the 
United States reached a $12 billion 
annual level for 1959-60, NSF said. 


The Senate public works commit- 
tee approved 79 federal building 
projects to be constructed in 42 
states at an estimated federal cost of 
$919.8 million. It also approved 37 
projects for alteration of existing 
federal buildings at an estimated 
cost of $37.1 million. 

The law requires that the public 
works committees approve any proj- 
ect submitted by GSA which costs 
more than $100,000. The cost limit is 
$200,000 for alterations or improve- 
ments to existing buildings. 


Architects and specifying engineers 
have received a brochure from the 
National Association of Plumbing 
Contractors urging them to include 
all mechanical equipment in the me- 
chanical contract as opposed to 
specifying that it “be furnished by 
others.” 

A covering letter explained that 
the inclusion of all kitchen, labora- 
tory, hospital and other equipment 
requiring piping connections would 
substantially reduce headaches for 
the owner, architect, mechanical 
contractor, and equipment supplier. 


322 ARCHITECTURAL RECORD October 1960 


In all parts of the country ... North, 
South, East and West, owners and architects 
are specifying that their new air-conditioned 
buildings be constructed with Robertson 
Q-Air Floor. They have recognized in this 
new construction system a distinct method 
of saving money in the face of ever-rising 
construction and operating costs. 

Q-Air Floor is the same strong, weight- 
saving cellular steel sub-floor as Robertson's 
well-known Q-Floor, but in addition to car- 
rying telephone and power lines, it carries 
hot and cold air for air-conditioning as well. 
Occasional pairs of extra-wide structural 
cells fit in with the normal Q-Floor system 
(with no change in the two-foot module) 
and carry the air to mixing units for dis- 
charge into the room. Аз seen below, this 
structural innovation provides you with 
very substantial savings. 

The Q-Air Floor distribution system is 
actually a third advantage to users of this 
versatile sub-floor. For the past 25 years 
owners of Q-Floor buildings have been reap- 
ing the benefits of Q-Floor's structural and 
electrical features . . . the clean, quick, dry 
construction gives earlier occupancy and its 
electrical layout freedom permits unlimited 
choice of desk and partition location, to pro- 
vide the most efficient and economical office 
routine. 

Everywhere—in every way—Q-Air Floor 
can save you money. 


ROBERTSON 


ЕШ 


INITIAL CAPITAL INVESTMENT CUT м 
Since Q-Air Floor permits 
an average saving of a foot 
of space between each 'sus-: 
pended ceiling and the floor 
surface above, a twenty-story 
building can be built at the 
same height as a nineteen- 
story structure built by older 
methods. This results in a 
substantial saving in struc- 
tural steel, walls, piping . 
in fact every building mate- 
rial that is installed from 


Old Way Q-Air Floor 
floor to floor. 20 stories 20 stories 


YEARLY FAN POWER COSTS CUT 30% 

The Q-Air Floor system includes the Robertson 
Aerator, a mixing device with an exclusive seasonal 
changeover feature. Full fan power is used only for 
peak summer cooling. The rest of the year the perim- 
eter Aerators operate at about 65% of air volume. 
Other systems operate perimeter terminals at 100% 
air volume all year. With the use of the changeover 
feature at the perimeter, fan power costs can be re- 
duced up to 30%. 
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During the winter, For peak summer Ascold weather ap- 
Robertson Aerators cooling, aerators proaches, change- 
satisfy heating re- deliver 100% vol- over adjusts sys- 


quirements at65% ите and system tem back to 65% 
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TARRANT COUNTY SAVINGS & LOAN ASSOCIATION 
Ft. Worth, Texas, Hedrick & Stanley, Archs. and Engrs.; Drake Co., Inc. 
Mech. Contractor; Thomas S. Byrne, Inc., Contractor. 


DEGREE OF HONOR BUILDING 

St. Paul, Minnesota, Bergstedt, Hirsch, Wahlberg 
& Wold, Inc., Architects and Engineers; Schuett- 
Meier Co., Structural Engineer; Steenberg Con- 
struction Company, Contractor. 


MD CORPORATION 

Pittsburgh, Pa., Gerard & McDonald, 
Architects and Engineers; M. W. Topeka, Kansas, Kiene & Bradley, Archs.; Moore & Clark, 
Stuldreher, Assoc. Arch.; Ragnar Mech. Engineers; Finney & Turnipseed, Struct. Engineers 
Benson, Contractor. 


dede 


JOHNSTOWN HEADQUARTERS 


ғ General Public Utilities Corporation subsidiary, Репп- e m - M. 89 x =N 
\ sylvania Electric Co., Johnstown, Pa., Lacy, Atherton "р UA thy 
& Davis, Archs. & Engrs.; Sordoni Constr. Co., Builders. Е: d “= 


^ TENNESSEE EASTMAN CO. 

| Industrial Relations Building, 
Kingsport, Tenn., Owner-designed 
and built. 


5504 ж яза eo ی ر ت‎ с 


FIRST NATIONAL BANK BUILDING 

Ft. Worth, Texas, Skidmore, Owings and Merrill and А 
Preston М. Geren, Archs.; Yandel, Cowan & Love, Mech. | 
Engrs.; Childs Constr. Co.—W. S. Bellows Constr. 
Corp., Contractors; Universal Sheet Metal Co., Sheet 
Metal Contr.; Broyles & Broyles, Mech. Contractor. 


Robertson 

Aerator controls 
and mixes the air flow 
Í and delivers it accord- 


= ing to thermostat 
; ыыы 


cuts costs 


for builders 


These 
cells carry 
hot and cold air 


W Ww Ж | from the main supply ^.  _ 
$" I | header and deliver 4 
: it to the room  ; ~ . 
These z 
standard size ь 
structural cells у 


тіхег. 
can carry wiring for 
|. power and communi- й 
cations of all 
kinds. 


OFFICE BUILDING 
For a world-wide chemical manufacturer. 


ROBERTSON Q-AIR-FLOOR 


Use coupon to send for complete details 


H. H. ROBERTSON COMPANY 


POLICE HEADQUARTERS : 
Fresno, Gea Walter Wagner & Partners, Inventors of Cellular Steel Sub-floor aii 


Archs. and Engrs.; Wm. A. Brooks, Structural En- 2417 Farmers Bank Bldg., Pittsburgh 22, Pa. 


gineer; Lewis C. Nelson, Contractor. : ч 
їп England—Robertson Thain Ltd., Ellesmere Port, "am 


Іп Canada—Robertson-Irwin Ltd., Hamilton, Ontario 
Edmonton, Alberta 


MORRISTOWN HEADQUARTERS 

General Public Utilities Corporation subsidiaries, Jersey Central 
‘Power and Light Co.—New Jersey Power and Light Co., Morris- 
town, New Jersey. 

Bernard Kellenyi, Arch.; T. J. Kauffeld, Struct., Mech. and Elect. 
Engineer; Blanchard Constr. Co., Contractor. 


NAME TITLE 


COMPANY 


ADDRESS 


pois 
LA RAE n na 


hospital people want EZZE//7/77/ 


Or ALL THE MAGAZINES PUBLISHED for hospital administrators, 
their department heads and other hospital personnel, only THE 
MODERN Hosrrrar sells every subscription at the full published 
price without special inducements of any kind. This evidence of 
“wantedness’, coupled with a long history of steadily increasing 
subscription sales, indicates that more and more hospital people 
want THE MODERN HosPrraL—because they find it not only 
helpful in their work but interesting and exciting, alert and com- 
petent in its reporting of facts, ideas, opinions that make more 
competent the exacting, interesting and challenging business 
of running the nation's hospitals. 


Hospital 


E W. DODGE 
CORPORATION 


publication 


| The Modern Hospital Publishing Co., Inc. 


919 М. MICHIGAN AVENUE, CHICAGO 11, ILLINOIS 
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STUCCO... 


whether you design contemporary or traditional 


pesa © 
anf  . 
€ 


—— | 7 


zina he La | 


simple way to walls of color and textural interest, stucco harmonizes well with contemporary or 
traditional architecture. With stucco, architects can specify scores of decorative patterns, bold or restrained 
. .. from linear to geometric and sculptured effects. And stucco of white portland cement tints beautifully . . . 
gives you freedom in color ideas, too. Stucco, with a “combed” surface texture, is one more example of how 


architects are achieving distinction in home designs with concrete . . . material of modern living. 


PORTLAND CEMENT ASSOCIATION ... A national 


organizalion to improve and extend the uses of concrete 


ARCHITECTURAL RECORD October 1960 825 


Мы — - - з, уа м Д = ы eae 
o9 a.” 6 9 2Г.7 e el rm Fy PEER 5, E Pi, s 
o = 9 Ы 9 ЕК т ы” о о ы ж у-ү dix. =ч! ex E = 
P. " 7 0 © o o f — A d e <>, ы, 
Dea" жо оше ошо ош درک ورت‎ ey ^. 
o o o | -—-— ЖМУ А "a 
979 979 о o6 o 929 9j и T ee Ee i С 
o о o m уу Tu) ze ne PST i 
o o оз „Өө: x | уз 2222202 M ed 
29:9 0,9 o, vet о 0 SES کی‎ E EI ES TUI, 
o o o 9 A 2. = 2 С 
o wow "uv LM NEA ed PA Vr, و ی‎ 
کچ‎ 


d 


ү 
i 
y 
^ 


У 
ر‎ 


ү 


\ 


L 


4 
Қ 
V 


f 


LIBBEY - OWENS - FORD, SALES AGENT 


PATTERN 


G 


This exciting family of patterns (shown approxi- 
mate size) features twenty-six combinations of 
patterns and textures, including wired and heat 
absorbing glass. Two thicknesses in many patterns, 
three in some. Sizes up to 60" x 120", one wired 
pattern 72" x 132". 


Ask your І`О`Е Glass Distributor (listed under 
“Glass” in the Yellow Pages) to show you actual glass 
samples. Or send the coupon for free bocklet which 
reproduces patterns actual size. It also gives Pattern 
Glass names, weights, sizes, thicknesses and trans- 
mission values of diffused light. 


Libbev-Owens: Ford Glass Co. 
41100 Libbey-Owens-Ford Building, Toledo 1, Ohio 


Please send me free booklet showing Pattern 


Glass. 
Name 
(please print) 
Address 
Оу — .— — — — -—ZOoHn8 State 


LIBBEY - OWENS-FORD—a Great Name in Glass 
Toledo 1, Ohio 


Тһе Record Reports 


11th Annual Decorators Show; 
theme: “Avenues to the Deco- 
rative Arts’—Pan Pacific Au- 


On the Calendar 6-16 


October ditorium, Los Angeles 
8-16 10th Pan-American Congress 
2-5 Conference of National Asso- of Architects—Buenos Aires 


American Institute of Decora- 
tors Show—Seventh Regiment 
Armory, New York 


ciation of Housing and Rede- 
velopment  Officials—Statler- 
Hilton, Detroit 


5-7 89th Annual Meeting and 9-18 National convention (third of 
Chapter Presidents Confer- three in 1960), American So- 
ence, Producers’ Council— ciety of Civil Engineers—Bos- 


Drake Hotel, Chicago ton 


; PROTECTS 


New $13 million Vancouver, B. C., Post Office 


* 
donnitfo 446 < protects 
Post Office heliport landing deck 


Jennite J-16 is the original . . . the world's most widely used 
coating for blacktop pavements. It protects leading airports, play- 
grounds, parkways and parking lots. 

Architects' specifications for the new Vancouver Post Office 
called for surface sealing the 260 x 285 ft. helicopter landing deck 
atop the 5th floor and main block roof. 


Jenniting, of either new or old asphalt, seals out frost and 
water. It retards drying action of the sun, stops oxidation, elimi- 
nates destructive damage of gasoline and ой... keeps the surface 
free of dangerous, loose particles . . . doubles asphalt pavement life. 

In addition, the satin black Jennite surface is tough, easy to 


clean . . . long lasting, attractive. A-1834A. 


Find us fast 


3 For complete information 
in the 


about Jennite J-16, write for 
Bulletin M-2992. Also, see ош | 


catalog in Sweets. 4 


YR MAINTENANCE INC. woosreR онго 


‘Yellow Pages’ 


Distributors and stocks in principal cities 
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10-12 


11-14 


11-15 


12-15 


17-21 


17-21 


18-21 


19-23 


21-23 


22-23 


23-26 


23-27 


24 ff 


27-28 


30ff 


National Fall Conference and 
Exposition, National Office 
Management Association— 
Biltmore Hotel, Atlanta 
Eighth annual workshop con- 
vention, Architectural Wood- 
work Institute—Sheraton Park 
Hotel, Washington, D. C. 
Annual meeting, American 
Council of Independent Labo- 
ratories—Deauville Hotel, Mi- 
ami Beach 

Annual New York State Asso- 
ciation of Architects Conven- 
tion; theme, “Challenge of the 
Sixties” —Whiteface Inn, Lake 
Placid, N. Y. 

48th Annual National Safety 
Congress—Conrad Hilton and 
other hotels, Chicago 
National Metal Exposition— 
Philadelphia 

Semi-annual meeting, National 
Society of Professional Engi- 
neers—Hilton Hotel, Denver 
15th annual convention, Cali- 
fornia Council, American In- 
stitute of Architects—Yosem- 
ite National Park 

14th annual meeting, National 
Trust for Historic Preserva- 
tion—Hilton Hotel, Pittsburgh 
Fourth Annual National Exec- 
utive Marketing Conference, 
sponsored by the Industry Ad- 
visory Committee of the Na- 
tional Housing Center—Roose- 
velt and Monteleone Hotels, 
New Orleans 


1960 National Planning Con- 
ference, sponsored by Com- 
munity Planning Association 
of Canada; theme, “Planning 
for the Smaller Communities” 
—Sheraton Connaught Hotel, 
Hamilton, Ont. 
Annual meeting, American In- 
stitute of Planners—Philadel- 
phia 
Seventh Advanced School for 
Home Builders; through Nov. 
2—University of Illinois cam- 
pus, Urbana, IIl. 
16th annual conference, Amer- 
ican Society of Industrial De- 
signers—Edgewater Beach Ho- 
tel, Chicago 
38th annual convention, Amer- 
ican Institute of Steel Con- 
struction; through Nov. 3— 
Hotel Greenbrier, White Sul- 
phur Springs, W. Va. 
continued on page 332 


this helpful 


new booklet 

will answer 

many of your 
questions about 
cafeteria planning 


How large should it be? 

How much seating capacity will | need? 
How much equipment will | need? 

How many serving lines should there be? 
How many people can be fed hourly? 
How many employees will it require? 
Will it fit the budget? 


COMPARE YOUR NEEDS WITH THE FLOOR 
PLANS AND DETAILED DESCRIPTIONS OF 
THESE TEN INSTALLATIONS, SHOWING... 


* Total Area * Seating Capacity * Equipment Used 
* Number of Food Service Employees Needed * Aver- 
age Number of People Served * Approximate Cost 


You'll find a full range of cafeterias by types, sizes ` 
and costs selected from locations from coast to coast 
... With a handy chart which enables you to com- 
pare them statistically according to cost per foot of 
equipment, square feet per man, etc. 


BASTIAN-BLESSING 


World's largest manufacturer of 
counter food service and fountain equipment 


If you’re planning to expand, 
modernize or build new cafeteria 
facilities ЕР” 


mail the coupon 


5 The Bastian-Blessing Company 
today! : 4201 West Peterson Avenue, Chicago 46, Illinois Dept. 4-J 


A real time and trouble saver for yov... Please rush your new Cafeteria Planning Booklet SA-410 


you would have to travel hundreds of miles М 
and spend many weeks to gather the data Е ГІ Currently C Frequently ГІ Seldom 
found between the covers of this booklet. e 

Prepared by Bastian-Blessing, Cafeteria 
Service headquarters for both planning and 


equipment. а Отдай ӨЙӨӨ asas ae qd VA ыран. Ken pim troie inti 


We are involved in food facility jobs: 


Listed under Find: Your Address -.54%-%9>%ь6% A ERA RATAAEASA RARE S Ro) vo a el 
"Restaurant Equipment and mc d 
Supplies” іп all cities over Yellow Pa i 
30,000 Bontriaticn га ges City, Zone, State ...........................2....%4»»%2%24.... 


99r ecc] n %%%%.......!ҡ.”.е. е ее ееееееееееееееееееееее» 
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' Vincent Elementary School, Covina, California 
Architect: H. L. Gogerty, Los Angeles 
General Contractor: Berry Construction Company, Ontario, California 


Overline Stainless Steel Entrances 


Overly U/L Labeled Fire Barrier with Exit Hardware 
Overly Church Spires 
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When 
Is a door 
not a door ? 


When it's a panel! Economy, utility and design were the primary 
qualities chosen by architect Н. L. Gogerty, F.A.I.A., when he used 
Overly Hollow Metal Doors and Panels in the design of the Vincent 
and Mesa Elementary Schools in Covina, California. 

Architect Gogerty adapted the economical Overly Door* for a 
novel use as fixed wall panels, blending the efficiency of mass pro- 
duction, simplified erection procedures and the fire safety standards 
provided by Overly's U/L labeling program. 

Overly Doors and Panels provide these schools with fire safety 
far beyond that offered by average panel and door products. The 
construction technique— welding Overly panels to Overly mullions 
on either side and to steel members at top and bottom— permits 
savings in building time and materials. Equally important, these 
panels and doors are heat and moisture resistant, protecting the 
school against air conditioning loss and water penetration. 

Whether your next project be a school, hospital, hotel or office 
building, it will pay you to consider Overly Doors and Panels. Overly 
offers the architect the largest selection of door products available 
today, as well as over 90 different door designs. Other Overly archi- 
tectural products include Overly Batten-Type Roofs, Overline Stain- 
less Steel Entrances, Overly Tilt-A-Front Construction, and Overly 
Church Spires and Crosses. For the finest in architectural crafts- 
manship, why not contact Overly. 


*Overly catalogs a larger number of different door designs than 
any other manufacturer. Overly Doors may be seen at the 
following installations: First National Bank Building, Fort 
Worth, Texas; O' Hare International Airport, Chicago, Illinois; 

Libbey-Owens-Ford Building, Toledo, Ohio; The Beverly Hilton 

Hotel, Los Angeles, California; and the John J. Kane Hospital, 

Pittsburgh, Pennsylvania. 


Overly Pre-fabricated Roofs MAN 9 ҒАСТ 9 R І М а со M PANY 


Greensburg, Penna.» St. Louis 19, Missouri e Los Angeles 39, California 
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Тһе Record Reports 


November 


10-12 Semi-annual meeting of Con- 
sulting Engineers Council— 
Penn-Sheraton Hotel, Pitts- 
burgh 

10-14 20th annual convention, Soci- 
ety of Industrial Realtors— 
Dallas 

13-16 Seventh Annual National Re- 
tail Lumber Dealers Associa- 
tion Building Materials Ex- 


Because no one 


for all 


MANUALLY 
OPERATED 
дача 
ramps 


Smooth Precision 
Counterbalancing 


... pioneered by Rite-Hite 
.. no complicated controls 
. no piping, pumps, gears, 
wiring valves, motors 
.. Just maintenance-free rug- 
gedness throughout 


You get a choice of five manual ramps, 20,000 pounds capacity. 
Platform swings to nearly vertical position—trailer doors can be 
opened after trailer is parked at dock—overhead doors can be 
closed in front of platform. Only three moving parts. No levers 
project. Side-to-side platform adjustment. 

You get a choice of three truck ramps, 20,000 pounds capacity. No 
operating cost, no electrical, hydraulic or pneumatic system to 
maintain. Year-around dependability. Platform floats with truck 


position—Brooks Hall and 
Civic Auditorium, San Fran- 


cisco 
14-15 Conference on Prestressed 
Concrete, sponsored by the 


Prestressed Concrete Institute 
—Biltmore Hotel, Los Angeles 
14-16 Annual convention, Structural 
Clay Products Institute—Dip- 
lomat Hotel, Hollywood, Fla. 
14-18 45th National Hotel Exposi- 
tion—the Coliseum, New York 


best 


туре is 
loading dock situations... 


TRUCK 
OPERATED 


ane 


mechanical 
ramps 


bed—from 9” below to 17” above dock surface—automatically 


levels and locks. 


LOOMIS MACHINE COMPANY 
133 FOURTH STREET, CLARE, MICHIGAN 


For descriptive 


literature and ВІТЕ • 
installation details, HITE 
write Dept. A-1060 DIVISION 
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15-17 Fall Conferences, Building 
Research Institute—Shoreham 
Hotel, Washington, D. C. 

21-22 Conference оп Prestressed 
Concrete, sponsored by Pre- 
stressed Concrete Institute— 
Sheraton-Palace Hotel, San 
Francisco 

27ff Winter annual meeting, Amer- 
ican Society of Mechanical 
Engineers; through Dec. 2— 
Statler-Hilton Hotel, New York 

28-30 Semi-annual meeting, Amer- 
ican Society of Refrigerating 
Engineers—Chase-Park Plaza 
Hotel, St. Louis 


December 


12-14 First Industrial Building Con- 
gress, held concurrently with 
the Industrial Building Expo- 
sition—Coliseum, N. Y. 

12-15 Atomic Industry Exhibition 
and Annual Conference, and 
winter meeting, American Nu- 
clear Society—Masonic Memo- 
rial Temple, Fairmont and 
Mark Hopkins Hotels, San 
Francisco. 


Office Notes 


Offices Opened 


Charles H. Harper and Douglas 
Drake, architects, have set up offices 
under the name of Charles H. Har- 
per & Associates, 2001 E. Capitol 
Drive, Milwaukee, Wis. 

Max R. Garcia, A.I.A., has opened 
an office at 2721 Jackson Street, San 
Francisco. 

Gordon Powers, A.LA., former 
partner of Powers & Kessler, an- 
nounces the opening of his office for 
commercial and industrial practice 
and consulting at 14 W. 44th St., New 
York 36. 

Joseph 8. Ward and Associates, 
Inc., Consulting Soils and Founda- 
tion Engineers, have opened offices 
and a soil testing laboratory at 1015 
Chestnut St., Philadelphia. 

Elliott Gitlin, A.I.A., and Marvin 
J. Cantor, A.I.A., announce the for- 
mation of a partnership for the prac- 
tice of architecture under the name 
of Gitlin and Cantor, A.I.A., Suite 
525, 261 Constitution Ave., N.W., 
Washington, D. C. 

continued on page 340 


ALPH 


news and notes from the field 


BETTER CONSTRUCTION THROUGH 
BETTER USE OF CEMENTS 


Tips on Finishing Air-Entrained Concrete 


Concrete made with air-entraining 
cements differs from regular or non-air- 
entrained concrete in that it contains 
millions of minute, completely sepa- 
rated air bubbles. It was developed to 
produce concrete that would resist the 
effects of freezing and thawing. It also 
improves workability; results in less 
bleeding or surface water; less segrega- 
tion; and has less tendency to dust when 
steel trowel finished. 

Steel trowel finishing of air-entrained 
concrete requires slightly different tech- 
niques to prevent pulling or tearing of 
the concrete surface. To determine these 
specific differences, Alpha engineers, 


with the assistance of experienced fin- 
ishers, ran a series of practical tests. 
These conclusions resulted: 


1. Moisten the grade to prevent absorplion 
of water from the mix. 


2. Wheel, shovel or chute mix into place— 
do not flow. 


3. Level and tamp into place with strike- 
off screed. 


magnesium darby float 


i 


4. Delay wood floating for 30 to 40 minutes 
after the concrete is placed. If stickiness 
appears when wood floating is started 
substitute a magnesium darby float—use 
sparingly and in a flatter position than 
for regular mixes. 


... ОГ 


4-a. If the wood float is used, steel trowel 
sparingly in about 10 to 20 minutes after 
the wood floating is completed. Don't 
overtrowel. If stickiness appears, delay 
troweling for 15 or 20 minutes or until 
stickiness disappears. 


5. Give final steel troweling when thumb 
pressure barely dents the concrete surface. 


6. Final troweling compacts the surface, 
leaves it smooth. The trowel produces a 
ringing sound but not as noticeable as 
with regular mixes. 


7. Start curing as soon as possible without 


marring the surface. Use waterproof paper, 
curing compounds, wet burlap or ponding 


with water. 


A Stiff Mix is Easier to Finish 


Good if vibration is Maximum slump 
used. for air-entrained 
concrete. 


. Too wet—will make 
air-entrained concrete sticky. 


Don't use a wetter mix than is necessary 
for satisfactory workability. New mixes 
should always be tested before use on 
jobs because air-entraining cements and 
admixtures perform differently with dif- 
ferent materials. 


There is no great difference in finishing 
air-entrained concrete compared to regu- 
lar mixes except that care must be taken 
not to overtrowel concrete in the early 
stages. This causes tearing and stickiness. 
A stiff mix is much easier to finish than a 
wet one. The air bubbles in the concrete 
impede the passage of fines and water to 
the surface so there is less danger of dust- 
ing caused by overtroweling or over- 
floating. However, there is more danger 
of a soft surface if the curing step is not 
carried out. Alpha experiments proved 
that when considerable pressure is used 
in the final steel troweling, a harder 
wearing surface will result. 


More Information 


Write for a copy of the Alpha 
Craftsmanship in Concrete 
folder : “Steel Trowel Finishing 
Air-Entrained Concrete". 


o———X——————— Y 


PORTLAND CEMENT COMPANY 


Alpha Building, 


Easton, Pa. 


ARCHITECTURAL RECORD October 1960 333 


(121 


834 


Coated Fab-Form's red oxide coating shields the base steel 
from corrosive elements in concrete. Here, on the roof of 
Looman Associates Office Building in Trenton, N. J., coated 
Fab-Form was installed by a four-man crew in just one day. 


Architect, Kramer, Hirsch & Carchidi; Structural Engineer, 
Leonard Busch; Contractor, Belli Co.; all of Trenton. On 
this job, Fab-Form was distributed by American Steel Engi- 
neering Co., Philadelphia. 


HOW TO SEE RED—AND LIKE IT 


Pittsburgh Steel's New Coated Fab-Form Has "Better Corrosion Resistance," 
Says Philadelphia Contractor; *Goes Down Faster Than Other Steel Forms" 


When a builder gets blood in his 
eye, you can bet he's scowling at a 
cost sheet. 

But many a contractor, architect 
and builder is seeing red these days 
—and liking it. 

They're the alert people who have 
used Pittsburgh Steel Company's 
coated Fab-Form, a new corrugated, 
permanent steel form for concrete 
floor and roof slabs. 

'They were quick to see these Fab- 
Form benefits: 

е Bonderized, baked-on, red- 
oxide coating—shrugs off bad 
weather and shields the base steel 
from corrosive elements in concrete. 

е Extra length— standard sizes 
or custom cut up to 28 feet, 3 inches. 

e Extra width —32-inch cover 
width, the widest available. 
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e Deeper corrugation —full 54 
inch in high-tensile (90,000-100,000 
psi), 27-gage cold-rolled steel. 


e Case in Point —G&H Steel Serv- 
ice of Drexel Hill, Pa., has laid 
200,000 square feet of Fab-Form on 
two jobs designed for poured floors 
and roofs over steel joists. 

G&H installed about 100,000 
square feet of coated Fab-Form in 
the seven-story Looman Associates 
Office Building at Trenton, М. J. 

Selected over other types of corro- 
sion-resistant, permanent steel 
forms, coated Fab-Form lengths 
were engineered to the structural 
layout. Special 27-foot, 3-inch 
lengths saved the contractor— Belli 
Company of 'Trenton— material, 
time and installation costs. 


Joseph H. De Vido, Belli job su- 
perintendent, said: 

**Fab-Form's extra-long length 
and wider width certainly helped to 
get these floors and roof poured 
faster. Its protective coating defi- 
nitely makes a cleaner job. I'm con- 
vinced the red oxide finish has better 
corrosion resistance than other 
coated sheet material. 

* Weather and rough handling 
don't seem to have any effect on 
the coating." 


e Easier, Faster —G&H Foreman 
Bob Tindall agrees that longer, wider 
Fab-Form— with fewer end and side 
laps— 'goes down faster" than other 
steel forms. 

Using self-tapping screws to fasten 
Fab-Form to bar joists, Tindall and 


Extra-long lengths of coated Fab-Form, 27 feet, 3 inches, were specially com- 
mended by job superintendent on Looman Building job. “Fab-Form’s extra-long 
length and wider width certainly helped to get these floors and roof poured faster," 
he declared. “I’m convinced the red oxide finish has better corrosion resistance 


than other coated sheet material." 


his three-man crew averaged a day 
and a half to install each floor on 
the Looman Building. Installing the 
obstruction-free roof deck took just 
a day. 

Tindall said installation was easier 
and faster because Fab-Form's cor- 
rugations lined up precisely on end 
laps. No extra fitting effort was 
needed. 

Fab-Form comes in plain steel, 
too, for applications where corrosion 
resistance is not a major factor. 

G&H Steel Service first got 
Fab-Form's benefits when it in- 
stalled 100,000 square feet of 
plain Fab-Form for floor and 
roof of Snellenburgs Depart- 
ment Store's new suburban 
branch in the Lawrence Park 
Center near Philadelphia. 


е Time, Material Saved —Sizes on 
this engineered Fab-Form layout 
ranged from standard 12-foot, 3-inch 
lengths through special lengths up 
to 19 feet, 9 inches. This gave maxi- 
mum savings of material with mini- 
mum installation time. 

As with the Looman Building, 
Fab-Form was laid over steel joists 
with self-tapping screws to support 
a three-inch poured concrete roof 
and floor. Pittsburgh Steel's welded 
wire fabric was laid to give the slab 
reinforcement. 

Job Superintendent Smith Harris 
of G&H Steel Service reported that 


than normally is encountered with 
other types of steel forms. He said: 

**We ordered Fab-Form in 
lengths engineered to the job. 
Fab-Form's 32-inch cover width 
means fewer side laps and its 
longer lengths, fewer end laps. 
That adds up to less waste ma- 
terial and speedier installation 
—which means more money in 
our pocket." 

If you, too, have blood in your 
eye from studying floor and roof 
deck costs, look to Pittsburgh Steel's 
new Fab-Form. Its built-in benefits 
will go to work for you. Write today 
for Fab-Form literature that shows 
how. Or, contact the nearest Pitts- 
burgh Steel Products Division dis- 
trict sales office listed below. 

Trained sales engineers are avail- 
able to help you. 


Precision-manufactured, Fab-Form 
easily fits around obstructions such as 
columns and pipes. Installation was 
easier and faster because corrugations 
line up precisely on end laps. 


Self-tapping screws fasten uncoated 
Fab-Form sheets at Snellenburgs sub- 
urban store near Philadelphia. Archi- 
tects and Engineers, Thalheimer and 
Weitz; Contractor, McCullough- 
Howard & Co., Inc., all of Philadelphia. 


Fab-Form 


Pittsburgh Steel Products 
a division of Pittsburgh Steel Company 


Grant Building 


DISTRICT SALES OFFICES Los Angeles 


Pittsburgh 30, Pa. 


Pittsburgh 


installation was fast. Work crews 
had less trouble fitting side laps and 
matching end laps with Fab-Form 


New York Tulsa 
Philadelphia Warren, Ohio 


Atlanta Cleveland Detroit 


Houston 


Chicago 


Dayton 
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уои сап 
figure 
building 


costs 
QUICKLY and ACCURATELY 


on 
Automatic 
Ice Making 


ММТ 


It's easy to include auto- 
matic ice machines in your 
planning IF you have the 
necessary facts and figures. 
These two bulletins cover- 


BOECKH'S ing va pons and 5000 
pound capacities outline 

MANUAL the operation principle and 
OF list such specifications as 
| weight, water connections, 

APPRAISALS the refrigerant and electric 


requirements, etc. Custom 
built units of larger capacity 
) are also available. Write for 
POUNDS 3 ; Bulletins, Dept. 24A-RTAR. 


PACKAGE UNIT 


OVER 100,000 in- 
dividual unit costs— 
more than 300 build- 
ings, with hundreds of 
variations, all easily 
converted to local cost 
conditions through the 


supplementary service, 
BUILDING COSTS. 


HENRY VOGT MACHINE CO. 
LOUISVILLE, KY. 
SALES OFFICES: New York, Chicago, 


Cleveland, Dallas, Camden, N.J., St. 
lovis, Charleston, W.Va., Cincinnati 


BUILDING COSTS 
Published Monthly 


A supplementary serv- 
ice giving an analysis of 
current market condi- 
tions and the latest cost 
indexes for the major 
metropolitan areas of 
the United States and 
Canada to convert the 
estimating Manual to 
local cost conditions. 


HARDWOOD 
PLYWOOD 
PANELING 


Тһе hpi seal guarantees that the ply- 
wood you specify has met the rigid 
testing and inspection of the Hard- 
wood Plywood Institute—30% more 
exacting than Commercial Standard. 


E. H. Boeckh & Associates 
1406 M Street, N.W. 
Washington 5, D. C. 


Please forward to the undersigned, brochure 
containing full details of your building es- 
timating and appraisal services. 


For more information 


ату ломе ап HARDWOOD PLYWOOD INSTITUTE 


2310 South Walter Reed Drive, Arlington 6, Virginia 
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Architect: PHILIP JOHNSON ASSOCIATES, New 
York, М. Y.. General Contractor: GEORGE A. 
FULLER COMPANY, Boston, Mass. Fabrication 
and installation of bronze by GENERAL BRONZE 
CORPORATION, Garden City, Long Island, N. Y. 


Designing for Beauty 


with BRONZE 


80,000 Ibs. of Revere Muntz Metal used 
in unique manner as metal “skin” in 
construction of 


Munson WILLIAMS PROCTOR INSTITUTE 
Museum оғ Авт, Utica, N. Y. 


Take imagination and mix with bronze and blocks of ham- 
mered gray granite and you have the unusual effect the 
architect, PHILIP JOHNSON obtained in completing the 
Munson Williams Proctor Institute Museum of Art. 

The original intention was to cover the exposed concrete 
girders and columns with hammered or sandblasted concrete. 
At this point, in collaboration with Revere, dark oxidized 
bronze was considered. The combination of stately bronze 
giving relief to the solid mass effect created by blocks of 
Canadian gray granite, machine hammered, shows what can 
be accomplished by an architect with imagination and an 
open mind, who seeks the one thing that will make his work 
stand apart from the ordinary. 

This is still another example of how Revere works with 
architects, engineers, designers and contractors in creating 
such outstanding structures as the Seagram Building, М. Ү.; 
and other famous landmarks. It is also another good reason 
why it will pay you to put this accumulated knowledge to 
work for you by seeking Revere’s collaboration on your 
next project. 


REVERE 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, N. Y. 


Mills: Rome, N. Y.; Baltimore, Md.; Chicago, and Clin- 
ton, Ill.; Detroit, Mich.; Los Angeles, Riverside, and 
Santa Ana, Calif.; New Bedford, and Plymouth, Mass.; 
Brooklyn, N. Y.; Newport, Ark.; Ft. Calhoun, Neb. 
Sales Offices in Principal Cities. 

DISTRIBUTORS EVERYWHERE. 


UPRIGHT CONCRETE GIRDER before covering with bronze 


INSTALLING THE BRONZE "SKIN" over one of the cross 
members which run across the roof. 


к 


“skin.” Тһе Revere Muntz Metal used was in thicknesses of Ye" 
and 3/16", ranging up to 40" in width by 117 11” in length. 


Ж Ғе... 


the elimination of these 


.. dank, musty smells 


protect your business reputation 


The effective function of a structure and almost all the 
products used within a structure is greatly dependent on 
the protection provided by a true vapor seal. This fact 
is even more prevalent in today’s expertly and tightly 
constructed buildings .. . old structures permitted mois- 
ture to escape while buildings built today with the ben- 
efit of better design and construction techniques along 
with modern materials trap this moisture inside and the 
problems resulting from excessive moisture soon follow. 
Dampness, window condensation, paint and insulation 
failures, mildew, rust and rot are problems that can be 
eliminated if a true vapor seal is used to isolate the struc- 
ture from the site, the source of 80% of moisture that 
enters the structure. Because of pride of design and pride 
of construction, architects, and builders will not permit 
the use of inferior materials above-grade . . . it is even 
more important that the best vapor seal is used below 
grade. Protect your structure, the products within, and 
your business reputation by specifying and using the best 
vapor seal available — PM! 


OTHER ө 
SEALTIGHT 


PRODUCTS ... CM-60 Polysulfide Joint Sealer 
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“CORKTITE” Impermeable Perimeter Insulation Ө 
€ "HYDROMAT" Asphalt Liners ® 
€  Elastameric Butyl Caulk © 


OUTSTANDING FEATURES OF РМ“... 


€ Waterproof and virtually vaporproof. Water-vapor 
transmission rating is only .0066 grains per hour per 
square foot. Compare this rating to other products 
offered as vapor seals. 

€ Strong enough to maintain water-vapor transmission 
rating even after being subjected to pouring of aggre- 
gate, trundling of wheelbarrows, and installation foot 
traffic. Will not rupture or tear under normal handling. 

€ “РМ” may be installed directly over tamped grade or 
fill . . . does not require gravel or sand bed. Joints are 
sealed with Catalytic (Non-Setting) Bonding Asphalt. 
Provides a monolithic vapor seal that will expand and 
contract in direct ratio with the concrete under which 
it is placed without breaking bond. 

€ “РМ” will effectively function for the lifetime of the 
structure . . . important, because a vapor seal must func- 
tion permanently—it cannot be replaced at a later date. 


COMPARE "PM" FEATURES WITH ANY OTHER VAPOR 
SEAL AVAILABLE . . . 


*DUO-PVC" Waterstops 
Expansion Joints of all types 
Joint Sealing Compounds ® 


€ Sewer Joint Compounds and many - many others. 


problems is of prime importance 


ТЕ 


Ё 


with Zerovl/ded/ylembrone \ anor Seal! 


TRADEMARK 


Too often the client or contractor may question the use of a 
specific product because they are not familiar with it or 
because a cheap substitute may be available. Recognizing this 


NEW BOOKLET 


we eliminated 


these problems... PLANNED TO problem, we have prepared our Booklet No. 16 that presents 
in layman language the need for a true vapor seal and how 
BACK-UP YOUR PM meets this need. Order enough copies of Booklet No. 16 
to give to a client if your vapor seal specification is ever ques- 
PM* SPECIFICATION . . . tioned . . . it will answer all their questions. 


FOR TECHNICAL INFORMATION... 


€ DESIGN TECHNIQUES MANUAL; a technical manual 
that presents in architectural technology moisture move- 
ment, condensation problems and modern methods for con- 
trolling moisture and vapor movements. 


€ CATALOG No. 1660... tells need for a true vapor seal 
and how PM meets this need. Provides application-data, 
product specifications and installation-information. 


W. R. MEADOWS, INC. “он, ILLINOIS 


SEA{NGHT, Please send, without obligation, the following information .. . 


by protecting our 


ге Fea C] ————— copies of Booklet No. 16 
Premoulded /fjembran | 
y. GN des PRODUCTS [Г] Catalog No. 1660 ПП Design Techniques Manual. 
W.R. MEADOWS, INC., ELGIN, ILLINO! FORSBETTER Name Title. 
CONSTRUCTION Firm 
*PM is a recognized abbreviation Add 
for "Premoulded Membrane," Tess. 
the original ігие vapor seal. City. State 
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The Record Reports 


New Firms, Firm Changes . 


Fischer and Frichtel, Inc., com- 
munity building firm, announce the 
appointment of Roger Montgomery, 
associate professor of architecture at 
Washington University in St. Louis, 
as a consultant to their design staff. 

H. S. Smith has withdrawn as a 
partner of Stanley Engineering Com- 
pany of Muscatine, Iowa, and Chi- 
cago. He leaves for graduate work 
and research at the State University 


of Iowa, to be followed by teaching. 
The remaining partners in the firm 
are C. Maxwell Stanley, Arthur E. 
Stanley and Sanford К. Fosholt. 
There are two associates, Roy F. 
Vanek and Frank W. Edwards. 
New assignments for three mem- 
bers of Stanley Engineering Com- 
pany are as follows: Murray Sedgley, 
head of Construction Group; Lowell 
Titus, head of Civil Department of 
the Design Group; and Paul Sehnert, 
head of the Chicago Department of 


W. K. Kellogg Center 
Continuing Education Building 
Michigan State College * Lansing 


source of pride for Michigan 
State, all hotel men and Van 


* The illustration above shows the regular dining room serving section of the 
main kitchen of the Continuing Education Building at Michigan State College... 
a'part of ће new W. К. Kellogg Center. The equipment here is only a part of 
Van's"contribution. 


* Here and throughout Architect Lewis J. Sarvis of Battle Creek allotted space 
as Van engineering indicated was required by the unusual problem of serving 
up іо 150 house guests in the hotel and up to 1200 in the banquet room and 
private dining rooms for the large groups who will come for refresher training. 


€ Such customers of distinction throughout Van's Century of Service have caused 
many hotels to rely on Van for food service equipment. 


Ahe John Van Range È 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


Branches in Principal Cities 


429 CULVERT STREET CINCINNATI 2, OHIO 
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the Design Group. 

S. W. Brown, Consulting Engi- 
neers, announce the appointment of 
Timothy J. Allen as Chief Engineer- 
Electrical in an acceleration of the 
company's expansion program. The 
firm of S. W. Brown has headquar- 
ters at 405 Lexington Ave., N. Y. 

Henry B. Grant, Jr. and James F. 
Dowden, Jr. have been named as as- 
sociates in the architectural office of 
Deeter & Ritchey, 3 Gateway Cen- 
ter, Pittsburgh 22. 


New Addresses 


August D'Amours, Architect, 760 
Est. Boul. Henri Bourassa, Montreal. 

Ernest Т. H. Bowen II, A.LA., 
5224 Neptune Way, Tampa 9, Fla. 

Flanagan & Black Ltd., Consulting 
Mechanical and Electrical Engi- 
neers, 201 West Mall, Etobicoke, 
Ont. 

Sir Alexander Gibb & Partners, 
Consulting Engineers, 42 Charles St. 
East, Toronto 5. 

Johnson-MeWhinnie, Architects, 
1060 University Ave. West, Windsor, 
Ont. 

Kinnich & Gunderson, Architects, 
11604 W. North Ave., Milwaukee 13, 
Wis. 

Milton Klein, A.I.A., 2332 Morris 
Ave., Union, N. J. 

William L. Pereira & Associates, 
Planning & Architecture, 5657 Will- 
shire Blvd., Los Angeles 36. 

Samborn, Steketee, Otis & Evans, 
Engineers and Architects, Libbey- 
Owens-Ford Bldg., 811 Madison Ave., 
Toledo 2, Ohio. 

Alfred H. Siewert, Architect, 2811 
W. North Ave., Milwaukee 8, Wis. 

M. Tony Sherman & Associates, 
Architects and Engineers, 1700 Sans 
Souci Blvd., Miami 38. 

S. Thomas Stathes, A.I.A., 3902 
Knowles Ave., Kensington, Md. 

Robert J. Strass, Inc., Structural 
Engineers, and Hartman-Strass, Inc., 
Civil Engineers, 2344 No. Oakland 
Ave., Milwaukee 11, Wis. 

A. B. Swank Associates, Architects, 
8415 Cedar Springs Rd., Dallas 19. 

Thorshov & Cerny, Inc., Architects- 
Engineers, 300 First National Con- 
course Bldg., Minneapolis 2, Minn. 

Bertram A. Weber, Architect, 234 
South Wabash Ave., Chicago 4. 

Evans Woollen, A.LA., 604 Ft. 
Wayne Ave., Indianapolis 4, Ind. 

more news on page 344 


ө 0 For Hot Water Systems, Cold Water Systems, | | 
Air Conditioning, General Industrial Use 


| 1 
[ 


The NEW CHECK THESE 5 


"y n 
Chicago FEATURES 


1 Designed for hot water heating sys- | 
tems with temperatures to 250° F. 


2 Successfully handles impurities nor- 
mally present in heated and un- 
heated water systems. 


3 Quiet operation. 


4 Constructed to give efficient, trouble 


CENTRIFUGAL free operation. 

- 5 Backed by more than 50 years ex- 
ЕР U өл P wit h perience building quality pumps. | 
Packed Stuffing Box | | 


* 5 to 900 gals. per min. 


е DISCHARGE HEADS: 
10 to 275 feet 


2 е ааа ТЬ 7а. 
uan 7 


Putting [deas to Work - ыы | 
FOOD MACHINERY AND CHEMICAL CORPORATION Р 

Write for Bulletins 

HYDRODYNAMICS DIVISION 
107 and 107-H 

одо, eae с H ICAGO P U М Р 

АМ HEMICAL 4 
© 1960-CP—F. M. С. ҚЫ 622M DIVERSEY PARKWAY ® CHICAGO 14, ILLINOIS 
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Sectional view of typical M-Floor construction: This 
electrified steel cellular floor, using M2-4.5 sections, 
is energized from a three-header duct electrical 
distribution system. M-Floor installation is easy— 
electrical wiring is quick—future is built-in. 


MAHON 
M-FLOORS 


versatile steel 
cellular sub-floor 
structural sections 


mean planned 
capacity for 
today — 

and tomorrow 


Mahon M-Floors are today’s practica/ steel sub-floor system... Єл for strength 
. . . economy 
architecturally proven for economy, function, installation ease, and structural «ss жену 


advantages. But M-Floors’ practicality doesn't stop with installation. 

It provides an ideal steel sub-floor with raceway capacity that will not be 
outmoded by future demands for additional electrical, communications or 
data-processing circuits. Mahon M-Floors in your projects means you have 
given your clients a capacity they can live with and grow with. Have a Mahon 


architectural representative explain the /ong-range benefits of M-floors. 


THE R. С. MAHON COMPANY . DETROIT 34, MICHIGAN 


Manufacturing Plants— Detroit, Michigan and Torrance, California 
Sales-Engineering Offices in Detroit, New York, Chicago, Torrance and San Francisco 
Representatives in all principal cities. 


лама месте ты сыра 


l 
Ў 


МАНОМ M-FLOOR SECTIONS 


[= 24 IN. - 
тра TIL 


SECTION М2-1.5 


CEL-BEAM DEPTH 1% IN. 


SECTION M2-6 
д КЫ erro Е, CEL-BEAM DEPTH 6 IN. 


SECTION M2-3 


CEL-BEAM DEPTH 3 IN. 


ш йи 


SECTION М2-4.5 SECTION М2-7.5 
CEL-BEAM DEPTH 4% IN. CEL-BEAM DEPTH 7% IN. 


Note: These M-Floor Sections are also available with cell elements 
having integral stiffening ribs for improved section properties. 


SPEEDING AMERICAN CONSTRUCTION WITH METAL BUILDING PRODUCTS, FABRICATED EQUIPMENT AND ERECTION SERVICES 


MAH ON 


MAHON BUILDING 
PRODUCTS 


* Aluminum or Steel Curtain Wall (natural or colored metals) 
a Rolling Steel Doors (Standard or Underwriters’ labeled) 

* Metalclad Fire Walls (Underwriters' rated) 

= M-Floors (Steel Cellular Sub-Floors) 

* Long Span M-Deck (Cellular or Open Beam) 

= Steel Roof Deck 

= Acoustical and Troffer Forms 

a Acoustical Metal Walls, Partitions, and Roof Deck 

= Permanent Concrete Floor Forms 


CONSTRUCTION SERVICES 


= Structural Steel—Fabrication and Erection 
= Steel Fabrication—Weldments 
= Geodesic Domes—Fabrication and Erection 


The Record Reports 


A.S.L.A. Conference Seeks 
Better Use of Space 


More than 300 of the nation's lead- 
ing land and city planners attended 
the American Society of Landscape 
Architects’ 61st annual convention in 
New York. The New York Chapter 
served as host. Climax of the three- 
day conclave, whose theme was 
“Planning for Space," was the pres- 
entation of 12 professional and two 


Croll STORAGE PROBLEMS 
WITH 


student awards by Norman T. New- 
ton, president. 

Receiving {һе Certificates of 
Award for “high professional qual- 
ity" were A.S.L.A. members: Shur- 
cliff and Merrill, Boston; Godwin and 
Bell, Raleigh, N. C.; Royston, Hana- 
mato and Mayes, San Francisco; Ar- 
thur G. Barton, Glendale, Cal.; Sa- 
saki, Walker and Associates, Water- 
town, Mass.; Lawrence Halprin, San 
Francisco; Scruggs and Hammond, 


% Erecta-Shelf on wheels 
rolls away storage 
problems, 


* U.S, Patent No. 185,801 


ERECTA-SH ELF 


* U.S. Patent No. 
2,894,643 


SPECIFY THIS LOW COST SHELVING 


Erecta-Shelf's steel rod construction supports up to 1,000 Ibs. per 
shelf! Shelves and uprights friction-fit into place without nuts, 
bolts or special tools! Assembly takes only minutes. Simple addi- 
tions adapt Erecta-Shelf to most any height, depth or length 
requirement. You can count on Erecta-Shelf for a quick, easy, low 
cost solution to just about any storage problem! 


WRITE FOR A FREE CATALOG TODAY! 


(FRECTA СЕЛЕ 


METROPOLITAN WIRE GOODS СОРР. 


N. WASHINGTON ST. and GEORGE AVE. 
WILKES-BARRE, PA. 


SE SE EN SEG NE, 


% Corner Braces eliminate 
post, permitting full use of 
corner space. 


% Erecta-Shelf platforms 
keep storage high and 
dry. Simplifies cleaning! 


* Shelf Dividers adjust to 
any arrangement, to 
make neat, orderly com- 
‘artments. 


® Back and Side Braces 
keep storage from falling 
ff. 


4 quality product of 
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Peoria, Ill.; Robert Zion and Harold 
Breen, New York; Harland Barthol- 
emew and Associates, Honolulu; and 
Eckbo Dean and Williams, San Fran- 
cisco. 

Student awards went to Dominic 
A. D'Addario of Cornell University 
for his thesis for his Master's De- 
gree in Landscape Architecture, and 
to Pennsylvania State University for 
its exhibit at the convention. 

The citation for the “City of the 
Decade", made by the New York 
Chapter of the A.S.L.A. on the basis 
of a pre-convention survey of lead- 
ing landscape architects throughout 
the country, was awarded to Pitts- 
burgh. Cited for the “boldness in 
concept and skill in execution" of its 
long-range urban renewal and rede- 
velopment program, Pittsburgh was 
also praised for its smoke-control 
program, for the development of the 
Golden Triangle, and for the “unu- 
sual coordination of its private and 
publie interests, operating under 
governmental administration." 

New York City was singled out for 
its “dedication to open-space plan- 
ning," as characterized by the set- 
backs of new buildings on Park Ave- 
nue and the “broad application of 
light, air and space" to such projects 
as Idlewild Airport, the United Na- 
tions and the planned Lincoln Center. 

Los Angeles was generally ac- 
knowledged to have faced unique pop- 
ulation pressures during the past 
decade and was praised for its solu- 
tions. Earning special mention were 
the city's “renowned and still grow- 
ing system of freeways, its bold 
downtown redevelopment program 
and the excitement of its best archi- 
tecture." 

Philadelphia was cited for its 
"comprehensive planning and care- 
ful neighborhood analyses, demon- 
strated sense of direction in the re- 
development and rehabilitation of 
housing and continued efforts to 
promote public understanding of 
good planning." Especially praised 
was the city's creation of open space, 
such as the Mall at Independence 
Hall, without sacrificing “the his- 
toric monuments which contribute 
so much to its individual character.” 

The awards were given at the an- 
nual dinner of the A.S.L.A. conven- 
tion at which the principal speaker 
was architect and engineer R. Buck- 


continued on page 352 


FUNCTIONAL 
А5 A FAUCET 


the liquid soap dispenser most specified 


by leading engineers. . .| mrena: 
m |! Du 


Here's the clean, uncluttered answer to modern washroom needs. 
This Watrous design mounts through the lavatory, putting the 
soap container underneath and out of sight. And it's easy to 
fill, as well. The pushbutton cap is simply unscrewed and liq- 
uid soap poured in. No need to remove the container below. 


Because it's a Watrous, you can be sure of dependability 
and durability. Тһе dispenser is made of bronze, with vital 
working parts of corrosion-resistant stainless steel. AII 
exposed parts above lavatory are nickel silver, heavily 
chrome plated. 


Watrous concealed container soap dispensers are avail- 
able for mounting in 124" or 4" thick lavatories, to fit a 1" j 
minimum hole. Soap containers are ае 1 іп clear / 
glass, metal or polyethylene. Write for Catalog / 
472 (A. I. A. File No. 29-1). / 


“ 


Тһе Imperial Brass Manufacturing Co. / 
Dept. AR-100, 6300 West Howard Street ^ 
Chicago 48, Illinois 


FOR WALL MOUNTING, SPECIFY 
THE HANDSOME TEAR DROP... 


Sparkling all-metal Watrous Tear Drop soap 
dispensers are vandalproof. Exclusive ‘‘Eagle Eye" 
indicators show when refilling is needed. 
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Wood puts up а good front on this multi-dwelling structure. The wood semi-open facade 
not only gives a distinctive appearance to the building, but also gives the occupants 
privacy, light, ventilation and view, all at the same time. Ernest Kump, architect. 
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NATIONAL FOREST PRODUCTS WEEK, OCTOBER 16-22 


Structurally and decoratively, the all-purpose material 


for new answers...look to WOOD 


Тһе versatility of wood gives you free rein in designing structures 
that are most complimentary to you and rewarding to your 
clients. There are practically no limits to your creativity with 
wood. Vaulted ceilings in places of worship, beamed ceilings in 
homes that blend with the site, custom features that give any 
building a luxury look. All such modes of expression can be 
yours with all-purpose wood. 


Outdoors, wood weathers to natural beauty. Indoors, wood 
finishes to exacting specifications. All-around, wood is the answer 
to pleasing design. Specify wood to harmonize with any color 
scheme. Specify wood for siding, floors, doors, paneling, built-in 
cabinetwork. Specify wood for exposed beams and posts. Let the 
wonderful world of wood inspire new directions in design. For 
more information on designing with wood, write to: 


NATIONAL LUMBER MANUFACTURERS ASSOCIATION 
Wood Information Center, 1319 18th St., N.W., Washington 6, D. C. 


nima 


for freedom of design, look to wood 


Wood proves again its capability to draw various building materials 
into a well-coordinated entity. Here wood blends in excellent taste 
and design with adjacent bricks and glass. Joseph Wythe, architect. 


Subdued, yet magnificent, is 
this combination of wood 
beams, wood ceiling, wood 
walls and wood pews. The 
remarkable acoustical quali- 
ties of wood please the ear as 
well as the eye, reverently 
receiving hymn and prayer. 
Edward D. Dart, architect. 
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AVA I L A B L E N OW — the only comprehensive manual to cover 


all the media and techniques of architectural rendering 


peneca ететі | ARCHITECTURAL 
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Covers all aspects 
of technique — 

e IMAGERY 

e PERSPECTIVE 
e COMPOSITION 
e LIGHT 

e COLOR 

e EQUIPMENT 


Covers all media 
in detail — 


* PENCIL 


RENDERING 


the techniques of contemporary presentation 


by Albert O. Halse, A.LA. 


834 x 1155" size 
over 300 illustrations and line drawings 
17 PAGES IN FULL COLOR 
$15.75 


277 pages · 


Here is a masterful, major treatise which explains in text and choice 
illustrations every technique and medium used in architectural ren- 
dering today. For anyone whose work requires knowledge of the 
methods of delineation, it offers something new and complete in its 
field. 


Never before has so much information on rendering been amassed 
in a single volume. Every aspect of the subject receives attention here: 
interiors, exteriors, nature; perspective, lighting, reflections, textures; 
all of the media in detail; how to buy materials, and how and when to 
use them; professional tricks of the trade. Introductory chapters 
contain a history of rendering, a study of color and light, and basic 
information applicable to all rendering. Many detailed exercises guide 
you in techniques. Many examples of renderings in each medium give 


you direct access to expert solutions of a variety of problems. A special 
section of professional renderings done in various media has been 
included. 


ARCHITECTURAL RENDERING is a delight to the eye as well as 
an invaluable reference. Its magnificent illustrations, 17 of them in 
full color, cover all of the steps of rendering, from pencil strokes to 
finished products. It is remarkable for its thoroughness, reliability, 
and convenience. 


€ PEN AND INK 

е SMUDGE CHARCOAL 
e CHINESE INK 

* WATER COLOR 

e TEMPERA 

e AIR BRUSH 

e PASTELS 

е COMBINATIONS 


UE MESE PRACTICAL 


COMPREHENSIVE * 


CLEAR · 


MAIL THIS COUPON TODAY DETAILED 


FOR IMMEDIATE DELIVERY 


Albert О. Halse, А.І.А., one of the 
foremost teachers of delineation in 
the United States, has had 30 years 
of experience as a designer, archi- 
tect, and professional renderer, and 
has been a successful color consult- 
ant and interior designer as well. For 
13 years he has taught delineation 
at the School of Architecture, Colum- 


Dodge Books, F. W. Dodge Corporation 
119 W. 40th Street, New York 18, N. Y. 


Send me .... copies of ARCHITECTURAL RENDERING (0) $15.75. 
After ten days’ free use, I will either remit payment, including postage, or 
return the book(s) without obligation. 


МАМЕ е езера OSES тылына cux rus IK peli n aree e DAME ASE E bia University, during which time he 
.has been able further to develop, 
ADDRESS сода БҰҰ а кезе озера еке ае dad йык ae test, and prove the theories and ргіп- 
ciples of delineation set forth in this 
GU cera de sic onto EE Ss c SEM рылды ere ан мандар book. He is well known also as a 
practicing New Jersey architect, and 
ТОМЕ.......... г ЛЕСЕ AE Ml he was recently honored by the 


Architects’ League of Northern New 
Jersey for his distinguished service to 
the profession of architecture. 


SAVE MONEY! Enclose payment and Dodge pays postage, 
same return privilege. 


Wellerwood Elementary School 
Grand Rapids, Michigan 
Colton-Hornbach Associates, Architect 


Comfort Curtain blankets 
windows and outer walls 
to provide a barrier 
between room occupants 
and the weather. 


World leader in 
indoor comfort for 
homes, business, 
schools and industry 


WELLERWO0b ELEMENTARY SCHOOL 


её илз, Ммм WoL COLTON ARCHITECT 


$1.07 PER SQ. FT. provided individually 
controlled ventilation, heating and 
cooling for each classroom... 
regardless of occupancy or activity 


A LENNOX Comfort Curtain system 
provides controlled ventilation, heat- 
ing and cooling for this 10-classroom 
school. Gas fired heating sources, in 
approved construction heater rooms, 
are located on exterior walls between 
each two classrooms. An air process- 
ing unit in each room meters precise 
amounts of fresh, heated or return 
air as required, filters it clean, and 
distributes it uniformly through func- 
tional bookshelf duct sections across 
the full length of each classroom exterior 
wall. 


This gentle continuous air flow elimi- 
nates cold spots, tired air, drafts and 
noticeable temperature changes. Indi- 
vidual room controls, with day and 


night settings, permit substantial fuel 
savings when rooms are unoccupied. 
Minimum structural requirements 
and ease of installation reduced both 
initial costs and over-all expenditures. 
As further building expansion occurs, 
modular design enables new units to 
be added easily. Servicing can be 
handled by any qualified local heat- 
ing contractor. 


For complete information about the 
Comfort Curtain system and its 
adaptability to in-the-room, two- 
room remote, central, hot water, 
steam, heat pump or electric heat 
sources, write LENNOX, 503 S. 12th 
Ave., Marshalltown, Iowa, or invite 
a LENNOX representative to call. 


® 


©1960 Lennox Industries Inc., founded 1895; Marshalltown and Des Moines, la.; Syracuse, М. Y.; Columbus, O.; 
Decatur, Ga.; Ft. Worth; Los Angeles; Salt Lake City. In Canada: Toronto, Montreal, Calgary, Vancouver, Winnipeg. 
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More than 1800 fluorescent fixtures in Old American's new building help create this striking nighttime impression. 


110 footcandles of glare-free illumination are maintained throughout, including this attractive lounge for employes. 


How Old American Insurance Со, 
ended the great lighting 
search with Day-Brite 


True to Missouri tradition, Old American Insurance Co. 
adopted a "Show Me" attitude when considering lighting 
for their new Kansas City headquarters. 


They contacted their local power and light company 
engineers. Consulted the experts at General Electric's famed 


Nela Park. Even made their Addressograph Department a 
“lighting laboratory” and installed competitive fixtures 
side-by-side. 

Modular design, incorporating Day-Brite Mobilex? 


with Cleartex® enclosures, permits complete 
flexibility in arranging offices and work areas. over-all economy with trouble-free maintenance, and pleasing 


Result? For lighting effectiveness with high visual comfort, 


appearance, Day-Brite lighting was the clear-cut choice. 


May we show you? Call your Day-Brite representative, listed 
in the Yellow Pages, for the rAcrs and Fixtures! Day-Brite 
Lighting, Inc., St. Louis, Mo. and Santa Clara, Calif. In 
Canada: Amalgamated Electric Corp., Ltd., Toronto 6, Ont. 


| 
| 
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DAY’ BRITE 


NATION'S LARGEST MANUFACTURER OF 
COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 


The Record Reports 


A.S.L.A. Conference 
continued from page 344 


minster Fuller. His address, entitled 
* A Tentative Re-Entry into the Gar- 
den of Eden," placed the landscape 
architect, a worker with nature's ma- 
terials, as the designer with the most 
inevitable chance to participate in 
the “reconstruction of Eden" which 
Mr. Fuller suggested is, technologi- 
cally at least, very nearly environ- 
mentally possible today. 


“Our goal,” he said, “should be to 
bring ourselves as close to nature as 
we can without being punished by 
it... As he has come to under- 
stand and direct nature into channels 
allowing his own benefit, man has be- 
gun to emerge from his fortress co- 
coons. . . . We have the design and 
material tools to re-create an Eden- 
like existence . . . where а соп- 
troled and guided nature may re- 
place the barriers created in fear. 
. . . Design principles developed іп 


ASTRAGAL 


IDEAS BY ZERO 


adjustable 
astragals for 
meeting stiles 


Now available 

1. With wool pile insert 

2. In extruded alumi- 
num or bronze 

Also available in mor- 

tised and half-mortised 

types 

* More positive weather 
seal with long-lasting 
wool pile insert. Insert 
is removable. 

* Compensates for door 
expansion and contrac- 
tion. 

Ф Operated by high-tem- 
pered springs. 

Zero adjustable astragals 

also available without 

wool pile. 


new top door protection .062" 
against water seepage 


Series No. 87 Interlocking 
Water Shed Extruded Alumi- 
num for @ 
Out-opening 
doors in cur- 
tain-wall 
construction 
€ Out-open- 
ing metal 
doors with 
transoms, 


Sponge 


«рӯе ZERO WEATHER STRIPPING CO., INC. 
ZERO 


453 East 136th St. 


Phone: LUdlow 5-3230 


_ 
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Neoprene 


Zero Series No. 
87 Interlocking 
Water Shed 


in ғ" 
= sini 
E EN '. 


Wool pile insert 


Zero #155 M. Surface Astragal 
(without wool—#55-M) 


These new  prod- 
ucts, added to 
ZERO's complete 
line of saddles 
and  weatherstrip- 


ZERO 


Weather 
stripping for: 
Doors 


. 
ping, are shown in * Windows 
FULL SIZE detail * Lightproofing 
in ZERO's NEW 28- * Soundproofing 
Page Catalog. It's » Sliding Doors 
packed with impor- * Saddles 
tant application * Saddles for 


data and тапу Floor Hinged 
helpful suggestions. Doors 

Write for your copy 
today! 


New York 54 


OR WRITE FOR COPY 


19b-Zer 
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Geodesic Domes, which duplicate na- 
ture’s own coordinates, make it pos- 
sible to construct hemispheric trel- 
lises almost invisible. By growing 
leafy and flowered bowers over these 
trellises, so growths are congruent 
with structural members, we trans- 
form the trellises into ‘invisible 
architecture’. Two such bowers, one 
nested about ten feet within the 
other, separated by a transparent 
shell, furnish man with an environ- 
mental control appliance that uses 
rather than opposes nature. . .. Peo- 
ple living in . . close harmony 
with nature will surely come to 
think and react differently than 
people who have been fighting nature 
and hiding in rigid and opaque for- 
tresses." 

Mr. Fuller feels that “these people 
might well be the first pioneers in 
the evolving new human-universe re- 
lationships and the discoverers of 
new modes of being." He called upon 
the United States to deemphasize 
what he called “Weaponry” and de- 
vote its energies instead to “Living- 
ry," remarking that this country 
must reverse the current trend of 
emphasis on arms production or 
"the probability is high" that we will 
tumble from our position of leader- 
ship in the economic world. 

Other speakers during the confer- 
ence were: Richard C. Guthridge, 
New York landscape architect; Mi- 
chael М. Harris, Harrison & Abram- 
ovitz, Architects, New York; Louis 
I. Kahn, Professor of Architecture, 
School of Fine Arts, University of 
Pennsylvania; Morris Ketchum, Jr., 
Ketchum & Sharp, Architects, New 
York; Newbold Morris, Commission- 
er, Department of Parks, City of 
New York; James Felt, Chairman, 
New York City Planning Commis- 
sion; John P. Veerling, Chief, Avia- 
tion Planning, Port of New York 
Authority; Harold G. Thompson, 
Chief of Design, New York City 
Park Department; and Russell H. 
Riley, Harland Bartholomew & Asso- 
ciates, St. Louis. 

Subjects under discussion were: 
city planning and zoning, regional 
planning and highway planning, 
problems of jet airports in relation 
to land use, landscape design at the 
urban level, for country homes, for 
outdoor living, reports on planning 
for the 1964-65 New York World’s 
Fair, and college and school site 
planning. 


3/4. of a Century 
of 
Distinguished Service 


Probably no other structural element so 


The Octagon House completely symbolizes the inherent quality 
National Headquarters, 

American Institute 

of Architects, = . 0 

Washington, D. C. of shelter — basic to every building — as a 


visually significant roof. And 
from a functional standpoint, 
Follansbee TERNE is almost 


uniquely adapted to all such 


roofs. Both statements find 
striking confirmation in 
Washington's historic 
Octagon House, 
national headquar- 
ters of the A. I. A., 
where terne has served 
with distinction for nearly a 


hundred years. 


FOLLANSBEE STEEL CORPORATION 
Follansbee, West Virginia 


Frank Leeder, Trustee 

Park Square Building Trust 
Boston, Massachusetts 
Building: Park Square Building. 


REFINED TO A POINT OF PERFECTION... “Our enthusi- 
asm for Operatorless Elevators started a long time ago. The recent 
*Eye-Opener' demonstration of Westinghouse Elevators, however, 
brought me up-to-date on these remarkable elevators with a built- 
in electronic brain. The self-levelling feature, as well as Traffic 
Sentinel automatic door control, has been refined to a point of 
perfection. You are cordially invited to ride the elevators by West- 
inghouse in our modernized building and judge for yourself." 


H. T. Freeman, President 

Manufacturers Mutual Fire Insurance Co. 
Providence, Rhode Island 

Building: Turks Head Building. 


ELEVATORS THAT ACTUALLY THINK . . . "The ‘Pre- 
Investment Eye-Opener’ is a comprehensive and revealing demon- 
stration of the inner workings of a modern Westinghouse Elevator 
System. Here are elevators that actually think! They measure time, 
weigh elevator load for safety, know what traffic conditions exist— 
shift the system to the most efficient pattern of operation, auto- 
matically. Т recommend this 30-minute demonstration to any build- 
ing owner or manager." 


These Decision-Making Executives Experienced the 


Westinghouse Elevator 


**20- Minute Pre-investment 


Еуе-Орепет” 
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H. Kingsley Durant, President 
Hooper, Kimball & Williams 
Boston, Massachusetts 

Building: Batterymarch Building. 


SYSTEM DEMONSTRATES ITS SUPERIORITY . 
"Smooth, prompt, time-saving elevator service to all floors and at 
all hours of the business day is rightly of primary concern to 
management ofthe Batterymarch Building. From every standpoint 
of efficient vertical transportation, the modern Westinghouse Se- 
lectomatic Automatic system demonstrated its superiority to our 
satisfaction, and we are glad to make it available to all who come 
and go in our building." 


A. Lawrence Peirson, Jr., President 

Massachusetts Bonding & Insurance Co. 

Boston, Massachusetts 

Building: Home Office, Massachusetts Bonding & Insurance Co. 


THESE ELEVATORS NEVER TAKE VACATIONS... 
“Traffic-controlled, operatorless elevators have caught the fancy 
of building owners and managers throughout the U. S. A. There's 
а good reason for this—long range economy. The 30-minute dem- 
onstration showed how efficient a 100% automatic, electronic ele- 
vator system can be—without benefit of attendants. We һауе 
Westinghouse elevators in our modernized building—and they 
never take vacations or coffee breaks—or get married and quit!" 


WESTINGHOUSE DEMONSTRATION ANSWERS 


YOUR IMPORTANT QUESTIONS ABOUT 


BENEFITS OF MODERN OPERATORLESS ELEVATORS 


Westinghouse invites you to participate in a 
demonstration of the most advanced elevator 
system in the world. You must experience ele- 
vator performance to appreciate the remarka- 
ble results of Westinghouse engineering skills. 

Here are elevators that "think" for them- 
selves, electronically and automatically. They 
are as new as tomorrow—and more dependa- 
ble than any elevator system previously devised. 
Tenants expect to find them in new buildings— 


Westinghouse 


and more and more managements of existing 
buildings specify them at modernization time. 

Selecting an elevator system is a key decision 
which deserves your personal attention and 
approval. As a building owner or manager, it 
pays you well to investigate before you invest. 
Make arrangements to see this eye-opening, 
behind-the-scenes demonstration soon by call- 
ing the Westinghouse Elevator Division Sales 
Office in your city. 


J-98785AA 


ELEVATORS AND ELECTRIC STAIRWAYS 


YOU CAN BE SURE...IF IT'S Westinghouse 
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The Record Reports 


Cornell Planners Discuss 
National Housing Policy 


“Housing—Whose Responsibility ?" 
was the title of the Third An- 
nual Spring Conference of the Or- 
ganization of Cornell Planners held 
on the Cornell campus in mid-March. 
Sponsored by the student organiza- 
tion to stimulate interest in and dis- 
cussion of the planning function and 
to give professionals and students 
an opportunity to meet and consider 


current problems, the conference ac- 
tually focused mainly оп the 
theme “The Design of a National 
Housing Policy,” the title for the 
last of the four seminars. Participat- 
ing were some of the country’s lead- 
ing planning and housing authori- 
ties. 

Design objectives for the urban 
environment and ways to achieve 
them were discussed by Edmund N. 
Bacon, executive director, Philadel- 
phia City Planning Commission, and 


Concentrate Responsibility... 
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Other Sedgwick Products 


* SIDEWALK ELEVATORS 
* FREIGHT WAITERS 

* RESIDENCE ELEVATORS 
* "STAIR-TRAVELORS" 


NATIONWIDE SERVICE 
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SEDGWICK 
Dumb Waiters 


and 


SEDGWICK 
Dumb Waiter 
Doors 


When you select a Sedgwick Dumb Waiter, 
you get a completely integrated installation — 
including dumb waiter doors — designed, en- 
gineered, manufactured and installed by Sedg- 
wick. 

This places the responsibility for the entire 
installation in the hands of one supplier — cut- 
ting in half the red tape, contracts and ap- 
provals, and eliminating your coordination of 
door and dumb waiter design and erection. 
Furthermore, all equipment is shipped at the 
same time, saving shipping and handling costs. 
The same mechanics install both doors and 
dumb waiters. 

Sedgwick Dumb Waiters and Doors are 
available in a complete range of modern, im- 
proved types and standard sizes that can be 
adapted to fit requirements exactly. 

(See standard specifications and layouts in SWEETS 24a/Se 

Doors are manufactured in bi-parting, slide- 
up, slide-down or hinged arrangement. Also 
access and clean-out doors. (Underwriters’ 
Labelled where required.) Send today for 
complete literature and specifications. 


142 West 15th Street, New York 11, М. Y. 
[Г] Please send general information 


0 Please send specific recommendation 
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Burnham Kelly, now Dean of Cor- 
nell’s College of Architecture. Mr 
Kelly suggested areas for managerial 
innovations, indicating his belief 
“that corporations are faced with... 
the realization that they must re- 
capture the design responsibility 
... We are going to build in this 
country as much urban structure in 
the next 30 years as we did in the 
whole historical development of the 
country . . . The real infighting of 
control is going to occur in picking 
the developer, negotiating the finan- 
cial deal, and handling the provision 
of services. Are the planners ready? 
Have they any plans?" 

Mr. Bacon differed with the opin- 
ion of James E. Lash, executive vice 
president of ACTION, that there 
was a danger that planners go over- 
board to impose their own ideas. Ac- 
cording to Mr. Bacon, “Тһе truth of 
the matter is, that under our demo- 
cratic system, there are plenty of 
controls to prevent the planner from 
being successful in imposing his own 
ideas. The great danger is that the 
planner fails to produce his own 
ideas in the first place. The danger 
of having your ideas accepted too 
quickly is very obscure. .. . The 
failure is the failure of the planners 
to produce valid and exciting ideas 
for people to follow through on. 

“Т said that ‘policy should grow 
out of the rich soil of experience 
gained through action, and I now 
assert to you from a very real period 
of political battle in Philadelphia 
that design is one of the most potent 
weapons wenow have in use." 

А comprehensive outline of the 
evolution of the U. S. housing policy 
and programs was given by Profes- 
sor Thomas W. Mackesey, dean of 
the College of Architecture at Cor- 
nell, and Carl Feiss, consultant on 
community planning. E. Everett 
Ashley, III, director, Statistical Re- 
ports and Development Branch, 
Housing and Home Finance Agency, 
outlined the challenge of the hous- 
ing problem in the sixties. 

In a final session, two new hous- 
ing studies directed toward a de- 
sign for a national housing policy 
were reviewed and discussed: the 
Rockefeller Study which under- 
scores the use of urban redevelop- 
ment housing as a stimulant to econ- 
omy, stresses the need for a more 
comprehensive unit of planning, and 
points to the responsibility of the 

continued on page 360 
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AS A VERTICAL 


SOLAR SCREEN 
AND A COMPLEMENT 
TO BUILDING DESIGN 


“І 
— 


ANOTEC adds a new dimension to the D. R. Mead & 
Company in Miami, Florida. It fulfills the most desirable 
image of a secure banking and insurance firm. 


Yet the clean modern lines add simple beauty and 
give one the open feeling of friendly interest. 


As a vertical solar screen, ANOTEC allows 
the full warmth of the sun's light to fill the interior 
but sifts out its glaring rays. 


ANOTEC symmetrical patterns and 
spectra-colors are always an important consideration 
for interior and exterior installation. 


ANOTEC* Ei wen E E 
Designed by Pancoast, Ferendino, Skeels & Burnham, 


Architects, Miami, Florida. 


*trade mark 


1132 West Blackhawk Street е Chicago 22, Illinois е MOhawk 4-4530 
In New York, Empire State Bldg., New York 1, N.Y. 
Offices in 75 cities throughout the United States. 
In Canada, Raymond Mfg. Co., Ltd., 475 Metropolitan Blvd., Lachine, P.Q. 


Complete Information and Specifications available upon request. Write today. 
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Of van 


The RUBEROID Co. * MASTIC TILE DIVISION 


:25,000.00 


SECOND ANNUAL DESIGN COMPETITION 


to stimulate a major contribution to 
* MORE EFFECTIVE UTILIZATION OF SCHOOL PLANT 
e. EDUCATION for youth and adult 
* RECREATION for all the family 


THE JU RY Reading from left to right: 


Henry L. Kamphoefner, Dean, School of Design, North Carolina State College, Chairman * William W. Caudill, А.1.А. • Eberle M. Smith, A.I.A. 
John Lyons Reid, F.A.I.A. • Dr. Harry James Carman, Dean Emeritus, Columbia College * A. Gordon Lorimer, F.A.l.A., Professional Advisor 
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PROFESSIONALS DIVISION 


Edward Colbert, А.І.А., Office: Ragland Watkins, 
Architect, McComb, Miss. and Alfred J. Petrilli, Office: 
Minoru Yamasaki & Assoc., Detroit, Michigan 


SECOND PRIZE-— 55,000 


Edwin F. Harris, Jr., Office: Charles H. Kahn, Raleigh, N. C. 


THIRD PRIZE—$2,500 


Marvin Hatami, Affiliated with office: 
Philip Johnson Assoc. Architects, New York, New York 


MERIT AWARDS —$500 


John V. Sheoris, А.І.А., Grosse Point, Mich. 
Israel Stein and Robert F. Lindsey, Houston, Tex. 


J. Byers Hays, Harry J. Roberts, Joseph A. Poch, 
H. David Howe, of Hays & Ruth, Cleveland, Ohio 


Peter Tarapata, А.І.А. and Charles Н. Mac Mahon, Jr., 
A.I.A., Bloomfield Hills, Mich. 


Richard Saul Wurman and Alan Levy, 
Philadelphia, Pennsylvania 


John V. McPherson, Jack H. Swing, Robert L. Amico, 
George Albers, of McPherson-Swing & Associates, 
Homewood, Illinois 


CERTIFICATE OF 
ACHIEVEMENT 


Ralph Lewis Knowles, А.І.А. Dept. of Architecture, 
Auburn University, Auburn, Alabama 


George Colvin, William B. Little, Charlotte, N. C. 


George B. Hagee, University City, Missouri and Chih-Chen Jen, 
Glendale, Missouri and Hanford Yang, St. Louis, Missouri 


and Heinz Zobel, Affton, Missouri 


STUDENT DIVISION 


John Scarlata, Brooklyn, New York 
Pratt Institute, Brooklyn, New York 


SECOND PRIZE- 51,000 


Richard M. Foose, New York, New York 
Columbia University, School of Architecture 


THIRD PRIZE— $500 


Richard C. Marcantonio, Saxonville, Mass. 
Pratt Institute, Brooklyn, New York 


MERIT AWARDS- $250 


Fredric E. Melby, University of Minnesota, 
Minneapolis, Minnesota 


Minoru Takeyama and Ozdemir Erginsav, 


Harvard Graduate School of Arch., Cambridge, Mass. 


John M. Ellis, Leonia, New Jersey, 
Mass. Institute of Technology, Cambridge, Mass. 


James S. Daley, Lindsay, Oklahoma, 
Oklahoma State University, Stillwater, Oklahoma 


Тһе RUBEROID Со.» MASTIC TILE DIVISION 


Vinyl Tile • Vinyl-Asbestos Tile * Asphalt Tile * Plastic Wall Tile 
RUBEROID: Superior Building Products for Better Building 
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The Record Reports 


Cornell Planners 
continued from page 356 


individual in stimulating the attack 
on urban blight and the need for 
public and private economic sectors 
to work together; and the Fisher 
Study which recommends a loosen- 
ing of Federal controls over local 
authorities and a long-range re- 
search and planning program aided 
by Federal funds and carried out 
primarily at a local level. 


In direct response to the confer- 
ence theme, *Housing—Whose Re- 
sponsibility?", there were no very 
surprising positions taken. Carl A. 
Willsey, chairman, Committee on 
Edueation National Association of 
Real Estate Boards, answered: *. . . 
private enterprise and not the Fed- 
eral government . . ." 

Lester Eisner, Jr., Assistant Com- 
missioner of Housing, New York 
State Division of Housing: “. . . the 
role of the State and Federal agen- 


PERMANERE 


Ed DOORS in Stainless | Steel 


LLISON BRONZE CO., INC. 


representatives in 72 principal cities in U.S., Canada and Puerto Rico 


Ye BALANCED DOOR 


Typical Oasis on the Northern Illinois Toll Highway 


PACE ASSOCIATES 
ARCHITECT—ENGINEER 


120 Ellison Balanced Doors in Stainless 
Steel were installed to provide lasting 
quality in appearance and performance 
for the entrances to Restaurants and 
Service Stations at all five oases on the 
Northern Illinois Toll Highway. The oases 
were constructed for and owned by 
Standard Oil Company (Indiana). 


Ellison Engineers are at your 
service to help solve any 

unusual entrance problems — 
call Jamestown, N. Y., 61-594 


Jamestown, New York 


360 ARCHITECTURAL RECORD October 1960 


cies should be to help in areas where 
the locality needs assistance... . 
The government agencies are sim- 
ply service agencies rendering part- 
nership assistance to fill temporary 
gaps, and the long-range goal is to 
provide a climate where private en- 
terprise may assume leadership in 
housing, as it does in other indus- 
trial areas." 

John D. Lange, executive director, 
National Association of Housing 
and Redevelopment Officials, advo- 
cated a clear definition of responsi- 
bilities. “Traditionally, the roles of 
the three levels of government have 
been: Federal—financial assistance 
and standards; states—permissive 
legislation with supplemental finan- 
cial assistance for state programs; 
and municipalities—initiation, plan- 
ning, design, construction, execution 
of projects. 

"The proper policing of Federal- 
local contracts and the protection of 
the Federal purse can be accom- 
plished without maximizing the Fed- 
eral role. Proper adjustment of the 
role of Federal officials . . . will do 
more to aid the objectives of the 
program." 

Tracy B. Augur, Assistant Com- 
missioner of the Urban Renewal Ad- 
ministration: ©“... the planning 
and replanning of the urban envi- 
ronment is а publie responsibility 
whereas its building and rebuilding 
is essentially а private responsibil- 
ity." 

Mr. Bacon: *. . . it is your re- 
sponsibility. The objectives toward 
which we are working are the social, 
economical, and politieal conditions 
which will exist at the arrival of our 
objective. . . . If. you are really 
planners, you will conceive of your- 
selves as citizens and a vital force 
in this democratic system of the cre- 
ation of policy which you will make." 

Mr. Feiss: “We should consider 
seriously the concept of a depart- 
ment of urban affairs . . . so that, 
in the cabinet of the President, there 
will be one man responsible for ur- 
ban problems who knows and can 
visualize the relationship of various 
proposals at the level of the cabinet. 
This might alleviate the many con- 
tradictory, conflicting and overlap- 
ping programs." 

Proceedings of the conference are 
available for $2.00 from the Organi- 
zation of Cornell Planners, College 
of Architecture, Cornell University, 
Ithaca, New York. 


DUE 


ҮЙҮТ 
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New Architectural Uses for Aluminum Grating 


Неге... new applications for aluminum grating . . . exacting installations where quality equal only to BORDEN'S 
will do: 


1 This shows BORDEN aluminum grating used in a system of drain trenches throughout Mellon Square Park, Pittsburgh, Pennsylvania. 
Architects: Mitchell and Ritchey, Pittsburgh, Pennsylvania 


2 BORDEN pressure-locked type grating, of gold-anodized aluminum, forms the facade of this dramatic new structure. The Congregation 
Beth El Synagogue, South Orange, New Jersey. 
Architects: Davis, Brody and Wisniewski, New York, New York 


3 BORDEN pressure-locked aluminum grating fabricated as foot scrapers for use at a school in East Orange, New Jersey. 
Architect: Emil A. Schmidlin, East Orange, New Jersey 


4 BORDEN pressure-locked aluminum grating used for maintainence-free fencing at J. L. Hudson's Northland Shopping Center, Detroit 
Michigan. 
Architect: Victor Gruen & Associates, Detroit, Michigan 


5 Sunshades of BORDEN pressure-locked aluminum grating permit passage of light and air while screening strong sunlight at the Lone Star 
Gas Company Office Building, Dallas, Texas. 
Architect: George L. Dahl, Dallas, Texas 


BORDEN METAL PRODUCTS CO. 


MAIN OFFICE: 822 GREEN LANE, ELIZABETH, NEW JERSEY e Elizabeth 2-6410 
PLANTS AT: LEEDS, ALABAMA; UNION, N. J.; CONROE, TEXAS; BEETON, ONTARIO, CANADA 
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“We expect these diffusers 

cast of Du Pont acrylic monomer 
to keep their beauty 

for the life of the fixtures" 


Says Roy Duncan, superintendent of New 
York's new Deering Milliken Building. 
“The assignment was to get the ‘most 
exciting ceiling in New York' for our first 
three floors. So the architects designed 
the сһесКегһоага layout and specified 
diffusers that are cast from Du Pont 
acrylic monomer. 

“These panels were selected because 
they diffuse the light perfectly, maintain- 
ing maximum efficiency for years. They 
disguise the presence of fluorescent tubes 
and can be used in larger areas than other 
types. 

“Also, they’re extremely durable and 
easily cleaned, which keeps our main- 
tenance problems at a minimum. We ex- 
pect these diffusers,* cast by The Poly- 
cast Corp. of Stamford, Conn., to last the 


А » Е 
Тһе Deering Milliken Building, 1045 Sixth Ахе., New life of the fixtures. It s obvious why we 
York City. Architects: Carson & Lundin, New York City. recommend them highly.” 


Fixture manufacturer: The Frink Corp., Brooklyn, N. Y. It will pay you to find out how Du Pont's 
Installation: Eastern States Electrical Contractors, Inc., t іне DuPont li 
New York City. customers are using Uu Font acrylic mon- 


omer to produce lighting-fixture shields 
that will give you outstanding service 
with a minimum of maintenance. For 
more information, write: E. I. du Pont 
de Nemours & Со. (Inc.), Dept. В-10, 
Room 2507L, Nemours Bldg., Wilming- 
ton 98, Delaware. 


Diffusers cast by The Polycast Corp., Stamford, Conn. 


*Flat Polycast acrylic sheet 


POLYCHEMICALS DEPARTMENT 


REG. U, 5. PAT. OFF. 


BETTER THINGS FOR BETTER LIVING...THROUGH CHEMISTRY 


` Exhibition 
and display 


The new help in planning 
displays and exhibits 


EXHIBITION 
AND DISPLAY 


by James Gardner and Caroline Heller 


190 pages, 8% x 11% 
over 350 photographs and line drawings 


913.75 


Now you can profit from an authoritative, eminently 
practical guide in which every aspect of contemporary 
exhibition and display receives detailed analysis and 
evaluation. Its view ranges from individual store win- 
dows and sales floors, through industrial and govern- 


ment exhibits, to mammoth projects of international 
scale such as world trade fairs and expositions. 


EXHIBITION AND DISPLAY studies the problems 
| p of designing exhibits to explain, create atmosphere, 


i Il MM and sell — the three activities which, alone or in com- 
"il | ча bination with each other, are the objects of any exhibit. 
(IN It also examines the methods and underlying principles 
(IM 3 used to achieve these objects. Its thorough criticism of 
ai i scores of displays apply the principles outlined in a 
1! ай | practical way. For the specialist, there is a technical 
| I A ла appendix on procedure. 
: TUI lil қ The book's analysis is made more vivid by а lively 
DII | EU collection of over 350 photographs and line drawings 
NAAR o cmo M d showing exhibitions good and bad, past and present, 
= from nearly every continent. 


DODGE BOOKS, F. W. Dodge Corporation 
119 West 30th St., New York 18, N. Y. 


Send me ...... copies of EXHIBITION AND DISPLAY @ $13.75. Within 
ten days after receipt, I will either remit $13.75, plus postage, or return the book 
and owe nothing. 


феа ожа ааа дасе ао 60. CC TLE NN LELEL EEES TT T TT TN NET 


Divided into three sections, EXHIBITION AND DISPLAY 
examines: 


1. Principles- What exhibition can and cannot do, 
Displaying goods, Selling ideas, Circulation and stand 
layout, Catching the eye, Lighting, Words and Lettering, 
Special effects, Plants, Features; 2. Practice— Goods 
and services, Ideas and information, Things for their own 
sake, Exhibition in the street, Analysis of the 1958 
Brussels Fair; 3. Procedure—(a technical appendix). 


ABOUT THE AUTHORS 


James Gardner is a leading designer 
noted for such projects as the British 
Pavilion at the 1958 Brussels Exhibition. 


Caroline Heller has worked as writer 
and lecturer for the United Nations, the 
British Government, and a number of 
private corporations. 


Order Your Copy 
On Approval 


MAIL COUPON TODAY 


Men who know their hardware choose NORTON 


ғ- —— ae а — ы " = ———— 5 ч = ч 


"because of Norton’s 


record of dependability 


and service.’ 


says 
Joseph W. Hock, A.H.C. 


The Cincinnati Builders Supply Co. 


“Т always recommend Norton door 
closers on the buildings I’m bidding 
because of their record of dependa- 
bility and service. I’ve seen thou- 
sands of Norton closers installed 
that require very little attention 
once they’re in. That’s why I rec- 
ommended them for St. Joseph Hos- 
pital.” 

Mr. Hock supplied Norton door 
closers throughout the new St. 
Joseph Hospital in Lexington, Ken- 
tucky. Norton’s quality and depend- 
ability is a result of over 80 years 
of door closer engineering and man- 
ufacturing. 


t nua 
"a i чны me 
Қ AAT Мамы сан 
года. лиз 


Your builders’ hardware man is a good man to 
` know. He is one of the many persons who make im- 
portant contributions to the building industry. A А х 
specialist іп his field, he can assure selection of the St. Joseph Hospital, Lexington, Kentucky 


most appropriate hardware compatible with build- EUN голо Po inh 5 Кдныш 
ing design and function. en, Contractor: Foster an reighton Co., Knoxville, Tenn. 


Distributor: The Cincinnati Builders Supply Co., Cincinnati, Ohio 


i 
[^ 


Regular Surface 


i Closers for depend- 
Fanes 900, Tnador ability on high traf- NORTON DOOR CLOSER COMPANY 
for architectural fic patient rooms. Dept. AR-100, Berrien Springs, Miciigan 


harmony. Please send me information on Norton door closers. 


r 
| 
| 
“ = | 
: 24 Ў | 
- р "m ыш >; 1 ! Name. 
f ww Wen | Title 
1 ma ® Business. = 
N 0 R j 0 N l Business Address. 
1014 
| City & Zone. Mg s n ne 
DOOR CLOSER S Berrien Springs, Michigan pw. RO O Ee noL mE CTUM 
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€ Selection of widths 

e Kiln-drying 

e Water Repellent Treatment 
® Made-to-measure bevel siding 


The many advantages of wood as a 
siding material are easy to see in the 
bevel sidings manufactured by 
Weyerhaeuser. They are grouped as 
narrow bevels, having a nominal 
thickness of 1%” and a choice of 4", 
6", and 8" widths...and wide bevels, 
having a nominal thickness of 3j" 
and a choice of 8", 10", and 12" widths. 
Although they are available in sev- 
eral species, this is generally not a 
consideration because Weyerhaeuser's 
high standards of quality and uni- 
formity in manufacture give them all 
very similar strength and perform- 
ance characteristics. 


Selection of the bevel width to be 
used is principally a matter of the 
architectural style of the home and 
individual preference. In general, the 
narrow bevels are commonly specified 
for the traditional styles, and the 
wide bevels for modern and contem- 
porary styles (like the popular Ram- 
bler and Ranch-Type homes). One 
further consideration is the selection 
of bevel width to give an impression 
of greater over-all length to a home, 
to make it look lower, closer to the 
ground. 'The two drawings are iden- 
tical in size, yet the width of the 
bevel siding (horizontal lines) tends 
to fool the eye. 


TE = шы... 
an E a 


All Weyerhaeuser 4-Square wood 
siding is scientifically kiln-dried to 
equalize and reduce moisture content. 
Kiln-drying makes the wood lighter 
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Weyerhaeuser 4-Square Bevel Sidings combine 


quality and style with economy and durability 


in weight and easier to handle. . . in- 
creases its strength properties . . . 
makes it more stable and more dur- 
able. Solid wood siding also adds 
measurably to the total insulation ina 
home, adds extra rigidity to the fram- 
ing, and provides high impact and 
abrasion resistance, with the re- 
sult that it will look new" indefinite- 
ly with only moderate maintenance. 


An important process commonly used 
in addition to kiln-drying is Weyer- 
haeuser's Water Repellent Treatment, 
which effectively increases moisture 
resistance, also provides added resis- 
tance to termites, stains, molds, and 
decay-forming fungi. Whether bevel 
siding is to be painted or finished 
natural, there are many good reasons 
to specify 4-Square WRT sidings. 


Another Weyerhaeuser development 
is Nu-Loc bevel siding —made to 
measure in widths to 10” and lengths 
to 20’. Nu-Loc is kiln-dried lumber 
that is end- and/or edge-glued, then 
precision finished to close tolerances. 
Its use will often provide an improved, 
more uniform finished appearance . . . 
and greatly reduce application costs 
by ending much on-the-job sawing 
and fitting, practically eliminating 
waste. 


For further information on the selec- 
tion, qualities, performance, applica- 
tion, and availability of Weyerhaeuser 
4-Square wood sidings, write: Weyer- 
haeuser Company, Dept. B-60, 
Tacoma Building, Tacoma 1, Wash. 


Weyerhaeuser 4-Square Bevel Sidings: 
for economical first costs and low maintenance 


Wood is today’s number one siding choice for 
several very important reasons. From the point 
of view of construction, it iseasy and economical 
to apply to any style home. Its natural insula- 
tion value increases the total insulation built 
into the exterior walls. Properly installed and 
finished, it requires little maintenance, increases 
the structural strength of the home. 

Wood bevel siding patterns have been widely 


imitated. Yet on the basis of appearance alone, 
wood siding imparts a rich, natural beauty so 
desirable in modern home styling. And wood 
combines all the desirable application and per- 
formance characteristics of good building prac- 
tice. See facing page for further information... 
and write Weyerhaeuser Company, Dept. B-60, 
Тасота Building, Tacoma 1, Washington, for 
useful literature and specifications. 


Weyerhaeuser Company 


Lumber and Plywood Division 
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CURTAIN WALL 


368 


A refreshing new approach 
to metal curtain wall соп- 
struction — Series 400 by 
Albro. It combines new de- 
sign flexibility with light 
weight, economy and fast 
installation. Albro fabri- 
cates a complete line of 
aluminum, bronze and 
stainless steel systems — · 
all backed by over 30 years 
of metal engineering know- 
how. See them in Sweets 
or write 


ALBRO 


METAL PRODUCTS CORP. 
944 Longfellow Avenue 
New York 59, New York 


THE RECORD REPORTS 


Mobile Lounge Permits 
Airport Flexibility 


When Washington’s Dulles Inter- 
national Airport (Mar. ’60, pp. 175- 
182) opens for business in the sum- 
mer of 1961, passengers will ride in 
air-conditioned comfort from the 
terminal building to their planes in 
a waiting room on wheels. 

The mobile lounge is the answer 
developed for the Dulles airport to a 
problem most major airports face to- 
day—the great distances passengers 
must walk between terminal and 
plane and the resulting horizontal 
spread of connecting sheds or “fin- 
gers". 

The mobile lounge allows a separa- 
tion between the building and the 
airplane, between passenger han- 
dling facilities and aircraft opera- 
tional facilities. 


Passengers board the lounge at 
the level of the main terminal floor 
and are transported to an aircraft 
parking apron (a half mile from the 
terminal and extending to 215 miles 
by 1965) where the lounge seals it- 
self to the plane. 

More than 100 designs were in- 
vestigated before the final one was 
selected by E. R. Quesada, Adminis- 
trator of the F.A.A. The $750,000 
contract for the design and con- 
struction was awarded Chrysler Cor- 
poration, Centerline, Mich. on a 
cost-plus-fixed fee basis. The Budd 
Company, Philadelphia, is subcon- 
tractor to Chrysler for body design 
and construction. 

Capable of comfortably seating up 
to 90 persons, the vehicle will meas- 
ure approximately 54 feet overall, 
17% feet in height. 

Twenty four mobile lounge posi- 
tions will be accommodated by the 
terminal when it is operational by 
mid-1961. 

At present, foundations for the 
terminal building, designed by Eero 
Saarinen and Associates, are near 
completion. The structural portion 
will be completed by April, 1961. 
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CUSTOM-LIN 
батнат НАТ and COAT RACKS 


Tailored to fit any given wall area. Die 
cast aluminum brackets adjustable to 
exact centers . . . also adjustable as to 
height without removing from wall. 


3 BASIC SHELVES 


l. Hat shelves with 
hanger bar for coat 
hangers. 


2. Hat shelves 
with staggered 
cast aluminum coat 
hooks. 


3. Hat or utility “plain” 
shelves for stacked 
tiers for general use. 


RIGID OR ADJUSTABLE 
MOUNTING © 


Brackets mount 8 
with standard fasteners directly 
on wall or in extruded slide 
mountings that permit easy 
change of heights. ч 
Cast aluminum coat hooks 
can be staggered along the 
bottom shelf to give great 
capacity in small space. 


MODERN ANODIZED FINISHES 
Tubing comes in clear, or gold color, 
deep etched anodized finishes . . . with 
closed ends. Cast aluminum brackets 
and hooks come in black, silver luster or 


brass hammertone finishes. All combina- 
tions available. 


FLOOR LAYOUT SERVICE 


Let our cloakroom and checkroom 
specialists suggest equipment requirements 
and efficient layout. Just send outline 

of available space, capacity desired and 
nature of load. No obligations, of course. 


Write for Catalog CL52 


VOGEL-PETERSON CO. 


Кі. 83 and Madison St. » Elmhurst, 111 


113 


— 


ҮЛҮЛ, 
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ALDRIN а ж 


No woodeaters here. А. P. Woodson Co. ‘‘termite-proofs’’ the 
Springfield Bowling Lanes (40 lanes) with aldrin termite control. 


Termites’ Paradise Lost 


Aldrin insecticide protects this 32,000 sq. ft. 
bowling alley for years with one application 


Termites usually view a bowling 
alley as the most delicious and big- 
gest luncheon they could ever hope 
to eat. But not so at the Spring- 
field Bowling Lanes in Springfield, 
Va., because this super alley (40 
lanes) is protected by aldrin ter- 
mite control...which is sure poison 
to woodeaters. 

The A. P. Woodson Co. of Wash- 
ington, D. C. is shown here apply- 
ing aldrin termite control during 
the construction of the Springfield 
Lanes. Mr. William Appel, Mgr. 
of the Termite Control Division, 
specifies aldrin for all pre-con- 
struction work because of these 
outstanding advantages: 


AGRICULTURAL CHEMICALS DIVISION 
110 West 51 Street, New York 20, М. Y. 


1. Aldrin is alkali-stable and F.H.A.- 
approved. 


2. Aldrin is easy to work with —needs 
no special equipment. 


3. Aldrin protects for years—elimi- 
nates callbacks due to termite 
damage. 


4. Aldrin is economical both for the 
PCO and the customer. 


These are the same reasons that 
PCO’s, architects and builders all 
over the country are specifying 
aldrin for termite control in new 
construction. They know that 
aldrin is simple to use, safe to 
work with and gives lasting protec- 
tion against termites. 


Construction wet continues without 
interruption. Aldrin chemical control 
of termites eliminates costly shields, 
makes application easy. 


From left to right: Messrs. Karins, 
Appel and Henry discuss their rising 
sales curve largely attributed to new 
aldrin termite-proofing service. 
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Compact 


HYDRONIC year round, 
AIR CONDITIONING 4 
SYSTEMS mu 


can be tailored to fit your plans 


Ж HYDRONICS... the science of heating and 
cooling with waler. 
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Hydronic systems make it possible for you to provide quiet and at- 
tractive (even concealed) year 'round air conditioning in office 
buildings, hotels, apartments and other commercial applications — 
with individual-room unit control at all times. This versatility is 
possible only through central-system conditioning with water, as in 
American-Standard Remotaire systems. These systems deliver both 
hot and chilled water from a central boiler-chiller team through a 
small-diameter piping system to each room unit. Units may be in- 
stalled through the walls beneath windows, partially recessed into 
walls, free-standing, at ceilings or concealed overhead in furred- 
down spaces. Whatever your plans, there's a compact Remotaire 
system that fits. AMERICAN-STANDARD PLUMBING AND HEATING 
DIVISION, 40 West 40th St., New York 18, New York. 


Versatile and dependable cast iron boilers. 
are available from American-Standard to. 
meet the requirements of any hydronic sys- 
tem. They are designed for fast, low-cost. 
installation, are available for all fuels and 
can be installed in batteries. 


Amenican-Standard and Standard® are trademarks of 


American Radiator & Standard Sanitary Corporation 


American-Standard 


PLUMBING AND HEATING DIVISION 
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Available for the first time — 300 detailed tables giving 8,568 
reinforced concrete column designs using the ultimate strength method 


REINFORCED CONCRETE COLUMN TABLES, 
ULTIMATE STRENGTH DESIGN 


by Hugh F. Fenlon, Consulting Engineer 


REINFORCED CONCRETE 


COLUMN TABLES 


ULTIMATE STRENGTH DESIGN 


aans 


THIS UNIQUE new handbook is specifically prepared 
for the structural engineer and architect. Through the 
use of these tables, the column designer can confidently 
select reinforced concrete columns for every set of con- 
ditions he is likely to encounter. 

Because they are based on the ultimate strength 
method, these remarkable tables indicate more rational 
stress patterns and more accurate measurements of true 
column strength. Working with these tables, you will 
find that many savings are possible in material costs, 
since less material generally will be used in columns 
designed by this method. 

In the book, an introductory section explains the 


DODGE BOOKS, F. W. Dodge Corporation 
119 W. 40th St., New York 18, New York 


Send me .... copies of Reinforced Concrete Column Tables, Ultimate 
Strength Design @ $15.00. Within ten days after receipt, I will either 
remit payment, plus postage, or return the book(s) without obligation. 


Check enclosed. Same return privileges; Dodge pays postage. 


HUGH F. FENLON 


8568 column designs 
300 tables 
large 8% x 11” size 
clothbound, $15.00 


LJ 
А must sourcebook for 
| architects, 
structural engineers, 


concrete designers 


nature of this technique and the formulas used. The 300 
tables are computed in accordance with the ACI build- 
ing code, and cover rectangular columns up to 24" x 
24”” and round columns up to 36” in diameter. In all, 
there are 8,568 column designs. Provision is made for 
four material strength combinations. 

In addition to saving many hours, these tables often 
save designs themselves by better suiting column sizes 
to architectural and structural functions. You will find 
at your fingertips: Column Loads, Moment Capacities, 
Maximum Allowable Loads, and Values for Figuring 
Long Columns. 
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With these remarkable tables, 
you can now: 


...quickly choose column sizes 
during the preliminary design 


...complete the column designs 
with a minimum of effort 


...quickly and easily change ог 
check the designs 


...eliminate figuring eccentricities 
and other calculations 


.-.cut the cost of building by using 
less concrete and steel 


Mail this coupon today 
for immediate delivery 


> 


Another fine specification 
for 


PLASTER-WELD' 


Luxurious ЭО story 


IMPERIAL HOUSE 


New York's largest post-war apartment building 


Here, at Imperial House, Emery Roth & Sons specified Plaster- 
Weld to bond finish plaster over all exposed concrete construction- 
slab ceilings, columns and beams. 


After Plaster-Weld was sprayed on concrete, and had dried to 
a flexible film, plastering began, with Plaster-Weld creating a 
permanent bond between plaster and concrete. By eliminating 
rubbing and grinding of exposed concrete, Plaster-Weld helped 
provide a deluxe plaster finish at extremely low cost. 


In case you haven't heard, Plaster-Weld is the amazingly versatile 
job-proven liquid bonding agent which bonds plaster to concrete 
.. ог any sound surface... for as little as 2c per square foot. 


ARCHITECT: 
Emery Roth & Sons, N. Y., N. Y. 


OWNER-BUILDER: 
Fisher Bros., N. Y., N. Y. 


PLASTERING CONTRACTOR: 
Morell-Brown, N. Y., N. Y. 


For complete technical information, see Sweet's, or write us 
direct. Address Box 5938-C, Larsen Products Corporation, Be- 
ihesda 14, Md. 


LARSEN PRODUCTS CORPORATION 


LARSEN... FIRST... WITH THE FINEST IN BONDING AGENTS 


WANT TO KEEP 
NEM THAT BUILDING CLEAN 
7" AFTER IT'S BUILT? 


Specify NIXALITE bird 
barrier and control. You'll 
not only keep your design 
clean, but, you'll help 
lower maintenance costs 
for your client. 


J. Linerd Conarroe, Architect 
Chestnut Hill, Pa. 


Nixalite, the porcupine-like 
barrier can be installed on 
ledges, pediments, columns, 
etc. . . . in fact, anywhere 
birds are likely to roost. 

If is inconspicuous but does 
о conspicuous job of keep- 
ing birds of all sizes away. 


It’s flexible base bar 
carries 120 sharp prongs 
to the foot, curved and 


For Enduring (harm 


. . . Specify 
Architectural METAL WORK 


by Fiske 


Aluminum, Bronze, 
Stainless Steel and Iron 


For over 100 years, Archi- 
tects have relied upon Fiske 
for the widest choice of artis- 
tic designs, materials, 
craftsmanship and de- 
pendability. Now, more 
than ever, Architectural 
Metal Work by Fiske... 
in Aluminum, Bronze, 
Stainless Steel and Iron 
. . . represents the finest 
obtainable. 

Write for our catalog of 
designs or send blueprints 
for quotations. 


J. W. Fiske ARCHITECTURAL METALS, Inc. 


113-115 Pennsylvania Avenue, Paterson 3, New Jersey 


ESTABLISHED 1858 == 


For full details, write: 
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staggered in varying angles 
to cover a complete 180° 
arc. And, being of nickel 
stainless steel, it doesn’t 
substitute one form of 
maintenance for another 

. won't streak or dis- 
color other building 
materials. 


Do yourself and your client 
a favor by specifying 
NIXALITE, the permanent 
bird barrier and control, 


COMPANY OF AMERICA 


DEPARTMENT 310 
1722 - 1st Avenue 
Rock Island, Illinois 
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The material is glass, and that means translucency 
and durability. The product gives you much more — 
color, pattern, and texture all in one. 

Used in apartment planning, PC Sculptured Glass 
Modules control light as they achieve design. The 
patterns enrich the interior, distinguish the exterior 
through a visual play-back of light and shade that is 
bold, yet not aggressive; decorative, yet subtle. And 


all this without sacrificing that “open feeling” so 
essential to apartment environments. The product's 
light transmitting qualities range from the transparent 
to the translucent, to partially opaque tones. 
Considerations of economy favor this product, too. 
One operation gives you a finished wall, decorated on 
both sides. The high insulation factor, equivalent to 
a 12" thick masonry block wall, suggests economy in 


Flair and Flexibility in 


T 
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air conditioning or electric heating. Mortared con- 
struction practically eliminates maintenance. And 
expensive accessories such as drapes, curtains and 
other sun shades are often unnecessary. 

PC Sculptured Glass Modules are available in the 
four face patterns shown above. The patterns are 
pressed into both sides of the unit to a depth of approx- 


imately 115 inches. All four patterns 


Apartments 


come in clear glass, plus eleven ceramic colors applied 
to one face only. The unit is 12 inches square. It is 
available on architects’ specifications only. 

We would like to send you our new folder which 
presents several panel design interpretations. Write: 
Pittsburgh Corning Corporation, Dept. B-100, One 
Gateway Center, Pittsburgh 22, Pa. In Canada: 3333 
Cavendish Blvd., Montreal, Quebec. 


Prevent Bathtub 


SAGGING 


with 


BATHTUB HANGERS 


Essential —but 
often overlooked 


Make certain that every bathtub 
installed in your projects is in- 
sured against settling and sub- 
sequent water seepage. Lucke 
tub hangers distribute the weight 
of the tub evenly on all joists 
and a special flange insures a 
perfect water seal when bonded 
with Lucke Leak Proof Filler. This 
mastic compound is guaranteed 
to maintain its elasticity during 


extreme temperatures. 


Used in quality houses, motels, 
hospitals and institutions for over 


20 years. 


Fill in coupon for 4 page folder 
which gives specifications and 


complete information. 


William B. Lucke, Inc. 


Wilmette 


Мате.......... 


Address... 


876 


Р. О. Вох 177 
Illinois 


Required Reading 


Technical. . . cont. from page 78 


freehand graphical means; and on 
mathematical problems solvable by 
graphical means. 


ELEMENTARY ENGINEERING MECHAN- 
ICS. By Eugene George Key. John 
Wiley & Sons, 440 Fourth Ave., New 
York 16. 457 pp., illus. $5.50. 


A text book for students in non-de- 
gree technical programs explaining 
statics, dynamics and engineering 
applications in terms requiring only 
elementary mathematics. 


STRUCTURAL ENGINEERING. By Na- 
than S. Glassman and Harry Н. 
Graef III. Dept. A, International 
Business Services, 1026 20th St., 
N.W., Washington 6, D. C. 96 pp., 
illus. $7.50. 


Designed as a “data and work book" 
for those preparing for architectural 
registration examinations. 


PLUMBING, HEATING, AND PIPING ES- 
TIMATORS' GUIDE. By Paul G. Davis. 
MeGraw-Hill Book Company, 330 
W. 42nd St., New York 36. 213 pp. 
$6.50. 


HOW TO DESIGN AND INSTALL PLUMB- 
ING. By A. J. Matthias Jr. and. Esles 
Smith Sr. American Technical Soci- 
ety, 848 E. 58th St., Chicago 37, Ill. 
446 pp., illus. $4.95. 


SIMPLIFIED DESIGN OF REINFORCED 
CONCRETE. By Harry Parker. John 
Wiley & Sons, Inc., 440 Fourth Ave., 
New York 16, 303 pp., illus. $6.50. 


The second edition of a standard in- 
troductory text first published in 
1943. 


ALL ABOUT SWIMMING POOLS. Arco 
Publishing Company, Inc., 480 Lex- 
ington Ave., New York 17. 144 pp., 
illus. 


For do-it-yourself-ers, or at least su- 
pervise-it-yourself-ers, covering con- 
struction and maintenance of home 
swimming pools. 
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FOR™ RELIABLE 
LOW COST MASTER ТҮ 
SYSTEMS RELY ON 


BLONDER-TONGUE 
EQUIPMENT, PLANNING, 
ENGINEERING 


а 42-І 13 


equipment—Complete line of signal 
amplifiers, converters and accesso- 
ries — rugged, reliable, easy-to- 
install and maintain. 

planning & engineering assistance draw 
upon the experience of 1,000,000 
installations to select the right 
equipment for superior, trouble- 
free performance...at lowest cost. 
installation & maintenance—if you re- 
quire a reliable local installer B-T 
can provide trained service organi- 
zations innearly every area. If you 
are planning a master TV system 
—consult Blonder-Tongue first. 


Write for free installation manual. 
engineered and manufactured by 
BLONDER-TONGUE 
LABORATORIES, INC. 
9 Alling Street, Newark 2, New Jersey 


Canadian Div.: Benco Television Assoc., Ltd., Toronto, Ont. 
Export: Morhan Export Corp., New York 13, N. Y. 


home TV accessories * UHF converters 
master TV systems « industrial TV systems 
FM-AM radios 


In the new Crown Zellerbach Building, San Francisco... 


Carrier Conduit 
Weathermaster Units 
prove versatility 


Associated Architects : The magnificent gift of urban space represented by San Francisco’s newest plaza- 
Hertzka & Knowles skyscraper would suffer severely from sun were it not for its heat-absorbing green 
Skidmore, Owings & Merrill glass walls and the more than 1400 Carrier Weathermaster* Units which blanket 
them with conditioned air and provide individual room control of temperature 
and humidity. 


General Contractor : 
Haas & Haynie 
Here two Carrier Hermetic Centrifugals with a total capacity of 850 tons supply 
chilled water for air conditioning. Conditioned air and water services are delivered 
to Weathermaster Units installed end to end to form a continuous 10-by-12-inch 
railing around the perimeter of each floor. The smart, tailored look is shown in 
the office above. 


But this is only one arrangement and one type of Carrier Weathermaster Unit— 
widely specified because they are adaptable to all design conditions and available 
for every type of fenestration. A Carrier representative will be glad to furnish 
complete details and work with you and your staff on new building or moderniza- 
tion projects. Just call the Carrier office near you. Or write Carrier Air Conditioning 
Company, Syracuse 1, New York. In Canada: Carrier Air Conditioning Ltd., Toronto. 

*Reg. U. S. Pat. Off. 


Air Conditioning Company 


A DIVISION OF CARRIER CORPORATION 
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BEST SALES TERRITORY 


ARCHITECTURAL RE@ORD 


Building Types Study: Hospitals 


Mies van der Rohe y 


Two New Office Buildings 


Houses by Wurster 


Full Contents on Page 5 | | Т? | 
j 


MOST ARCHITECT AND 

ENGINEER SUBSCRIBERS 

30,132, including 19,391 architects 
and 10,741 engineers. The largest such 
audience ever attracted to 

an architectural magazine! 

And Record's renewal rate is 

highest in its field by far. 


TOP VERIFIABLE MARKET COVERAGE 
Record's architect and engineer 
subscribers are responsible 

for over 89 per cent of all architect- 
planned building, nonresidential 

and residential, small and large— 

a fact documented by Dodge Reports. 


PREFERRED READERSHIP 

Architects and engineers have 

voted Architectural Record “preferred” 
in 144 out of 159 studies 

SPONSORED BY BUILDING PRODUCT MANU- 
FACTURERS AND ADVERTISING AGENCIES. 


IN THE BUILDING FIELD! 


EDITORIAL LEADERSHIP 

Largest number of editorial pages— 
all edited specifically for architects 
and engineers and accurately 

(and exclusively) attuned to their 
needs and interests with the aid 

of Dodge Reports of building 
planning activity, Eastman 

Editorial Research, and Record’s 
own Continuing Readership Research. 


MOST ADVERTISERS AT WORK 
Naturally, the best sales territory 
attracts the most sellers. In 1960, for 
the 14th year in a row, more building 
product advertisers are placing 

more advertising pages in Architectural 
Record than in any other magazine! 


Architectural 
Record =f 


а 
119 West 40th Street lication 6 ) 
New York 18, N. Y. с 


“stimulus to creative architectural and engineering design" 


Current Trends іп Construction 


Total contracts include residential, nonresidential, heavy engineering contracts 


380 ARCHITECTURAL RECORD October 1960 


APARTMENTS MAINTAIN 
STRONG SHOWING 


THERE IS no gainsaying the fact that 1960 has not been 
a spectaeularly good year for housing in general. Yet one 
segment of housing—apartment buildings—has done con- 
siderably better than the other types. Through July, accord- 
ing to the Dodge figures, contracts for new apartment build- 
ings totaled $1,148,000,000. While this total was about five 
per cent below the corresponding period of 1959, it still rep- 
resents the second highest dollar volume ever reported for 
apartment building contracts. So far this year, apartments 
have accounted for 19 per cent of all dwelling units report- 
ed, as compared with 17 per cent last year. There is evidence 
that the typical apartment built this year is larger and more 
expensive than it was last year. 


ONE COULD speculate at length on the reasons for the in- 
creased popularity of apartments. Perhaps the simplest ex- 
planation is that we have neglected apartments in the post- 
war period. In some postwar years, apartments accounted 
for less than 10 per cent of housing units built, as com- 
pared with ratios of 30 per cent or more during the 1920's. 
The “growingest” adult population groups now and for some 
years to come are the elderly and the young, both presuma- 
bly more inclined to favor apartment dwelling, by choice 
or by economic necessity. There is perhaps some disenchant- 
ment on the part of a number of homeowners with the pit- 
falls of home maintenance and the perils of commuting, al- 
though it is hard to detect any real back-to-the-city move- 
ment on the part of suburbanites, most of whom seem rea- 
sonably content. 


SOME QUESTION about the immediate future of the apart- 
ment building market can be raised by a look at the gov- 
ernment's vacancy figures. These indicate that as of the 
second quarter of 1960, 7.3 per cent of all rental units were 
vacant and available for rent, as against 6.7 per cent a year 
earlier and 2.6 per cent in 1950. This 7.3 per cent rate for 
rental units contrasts sharply with the vacancy rate of only 
1.2 per cent for homeowner units, and implies that the ren- 
tal housing market is becoming saturated. However, there 
are some footnotes to the figures worth considering. One is 
that about a third of the rental units vacant were substand- 
ard in terms of plumbing facilities; and about half of the 
vacant units were not in apartments, but in one- or two- 
family buildings. Finally, it is worth noting that there were 
sharp geographical differences in the rental vacancies, 
ranging from 10.6 per cent vacant in the West, down to 
only 4.4 per cent in the Northeast. It seems reasonable to 
conclude that while the vacancy figures raise a few warning 
flags, there is still a large market for the right kinds of 
rental units in the right places. 

GEORGE CLINE SMITH 

Vice President and Chief Economist 

F. W. Dodge Corporation 


Wardrobe/Dresser/Lavatory 


Wardrobe/Dresser 


Wardrobe/Lavatory 


“Patient Line” Wardrobes. Functionally designed to meet all stor- 
age, vanity and lavatory requirements. An attractive, efficient and eco- 
nomical solution to patient room storage and grooming convenience. 
Completely flexible . . . built-in or free-standing . . . meets varying pa- 
tient room needs in new plans or alterations of existing buildings. 


Nurses Station. Compact, space-saving “Medi-Serv” Unit includes 
sink, refrigerator and adequate storage for medicine preparation needs. 
Custom designed nurses desk includes nurses call unit. 


New developments 


in patient care... 


by МҒ (еле 


Nurses Station 


For complete information and 
specifications of the complete line 
of St. Charles casework systems for 
all hospital storage requirements 
write, on your letterhead, to: 


St ( еле т 


| Hospital Casework Systems 


St. Charles Mfg. Co., Dept. ARH-10, St. Charles, Ill. 
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Index to Advertising 


PRE-FILED CATALOGS of the 
manufacturers listed below are 
available in the 1960 Sweet's Catalog 
Files as follows: (A) Architectural 
File (green), (IC) Industrial Con- 
struction File (blue), (LC) Light- 
Construction File (yellow). 


A-IC Adam Electric Co., Frank ...... 8 

А Adams-Rite Manufacturing Со. 126 

A Adams & Westlake Co., The ... 300 

Aerofin Corporation ........... 312 

Air Devices, Inc. .............. 72 

А Albro Metal Products Corp. ... 368 
A-IC Allegheny Ludlum Steel Corpora- 

ШОВ. ойшыл» waste А euis cela 321 

All-Steel Equipment, Inc. ...... 49 

Alpha Portland Cement Company 333 

A-IC Altec Lansing Corporation .... 252 

A-IC-LC Aluminum Company of America 295 

A Alumiseal Corporation ........ 16 

А-ІС American Air Curtain Corp. ... 63 
IC American Air Filter Co., Inc. 

101 to 103 

A-IC American Bridge Div. ......... 84 

American Gas Association .. 302-303 
American Institute of Steel Con- 

ІГПСЫОВЗ dinoas nyiso sana эйэ» 39 
American Laundry Machinery 
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A American Olean Tile Company . 45 

A-IC-LC American-Saint Gobain Corp. . 58-59 


А Armco Steel Corporation .... 


American Sisalkraft Corporation 100 
American Standard, Plumbing & 


Heating Div. .... 225%. 870-371 
American Telephone & Tele- 

graph OO dasni тач» ре жакша 119 
Amsterdam Corporation .... 275-276 


Anaconda American Brass Ltd. 11 
Architectural Record ........ 318-379 
нен Drainage & Metal Prod- 

uc 


A-IC-LC Armstrong Cork Company .. 116-117 
A Autocall Company, The ........ 314 
A-LC Azrock Floor Products ........ 253 
A Bally Case and Cooler, Inc. .... 248 
A-IC Barber-Colman Company 144-145, 384 
A-IC-LC Barrett Div., Allied Chemical 
СӨЙ. ‚ cites hice RS RIEN QUE nee 318-319 
A Bastian-Blessing Company 2 
A-LO Bell & Gossett Company ....... 


А Berlin Chapman Company 


Belt Telephone System ........ 
Benjamin Division ............ 


Bestwall Gypsum Company . 
Bethlehem Steel Company ... 
Bialek & Co., Inc., Theodore .... 234 


Bigelow Sanford .............. 64 
A-LO Bird & Son, Ine. „асное 94 
A Blakeslee & Company, G. S. ... 252 

Blonder-Tongue Laboratories, 
Абы енун ата eR E 316 
Boeckh & Associates, E. H. .... 336 

-ІС Borden Metal Products Сот- 
DENY, са dde RE S 71, 361 
-IC Bradley Washfountain Co. .... 78 
A Burgess-Manning Co. .......... 44 
A-IC Burns & Russell Co., The ...... 289 
A Cambridge Tile Mfg. Co., The 52-53 

A Canvas Awning Institute, Inc. & 
National Cotton Council ....... 67 
A-LO Caradco, Inc. ................. 127 
Carpenter & Company, L. E. .. 315 
A-IC-LC Carrier Corporation ........... 377 
Caterpillar Engine Division .... 12 
A-IC Celotex Corporation, The .... 286-287 
Chesapeake and Ohio Railway . 98-99 


A Dover Corporation 


A-IC-LC 
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Chicago Pump з4..-........... 341 
Cleveland Crane & Engineering 
Co TB энн sate ws деме азиат 
Concrete Reinforcing Steel In- 
[inii NCC VENERE CE 268 
Connor Lumber and Land Co. . 238 
Corbin Div., P. & F. ...... 3rd Cover 


Day-Brite Lighting, Табу .... 350-351 
Пеуое % Raynolds Co., Inc. .... 92 
Dodge B 316, 348, 364, 372 
Dodge. Reports „ъа 294 
Dor-O-Matie, Div. of Republic In- 

dustries, Inc. 


24 
Dow Chemical Company, The 124-125 
Du Pont de Nemours & Co., E. I. 
69, 362-363 
Duriron Company, Inc., Тһе... 1B 
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id Storage Battery Co., 


Ellison Bronze Co., Inc. 


Endicott Church Furniture 272 
BExeceutone, Ines 2... «о.о 17 to 20 
Facing Tile Institute .... 73 
Fairbanks, Morse & Co. . 96 
Farley & Loetscher Mtg. Co., 

Millwork Div. ......... .. 2nd Cover 


Fibreboard Paper Products Corp. 285 
paka Architectural Metals, Inc., 


Flintkote Co., The . 


Frantz Mfg. Co. . 
Frick Company ....... 


General Electric Company .... 255 
General Fireproofing Co., The .. 

Geneva Modern Kitchens . 
Glynn-Johnson Corporation . 
Goodrich Chemical Co., В. Е. 
Granco Steel Products Co. 
Gridwall Company 
Griffin Mfg. Co 


Hager & Sons Hinge Mfg. Co., C. 75 
Hanley Company .............. 259 
Hardwood Plywood Institute ... 336 
Haskelite Manufacturing .... 280-281 
Haughton Elevator Company 106-107 
Haws Drinking Faucet Company 60 
Hillyard Chemical Co. 1 

Hobart Mfg. Co. 
Hope’s Windows, Inc. 
Horn Companies, A. C. 
Hunter Douglas Div., Bridgeport 
Brass Co. 


A Imperial Brass Co., The ........ 


A-IC-LC 
A-LC 
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Inland Steel Products Co. 
In-Sink-Erator Mfg. Co. 

International Molded Pr 
Ine., Structoglas Div. 


Jamison Cold Storage Door Co. "m 


А Jenn-Air Products Co., Inc. .... 


A-IC-LC 
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A LCN Closers, Inc. 
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Kentile, Inc. 
Klemp International 
Kohler Co. 
Koppers Co., 
ucts Div. 
Koppers Co., Inc., Plastics Div. 277 


Lamont & Reilly Co. 
Larsen Products Corp. ....... 
Le Febure Corporation ........ 

Lennox Industries, Inc. ........ 349 
Libbey Owens Ford Glass Co. 326-327 
A Linen Supply Association of 
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Loomis Machine Co. ........... 332 
Lone Star Cement Corporation a 
Lucke, Inc., William B 
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A-IC Mahon Co., The R. C. ...... 342-343 
A-IC Maintenance, Inc. ............ 328 
Manges & Son, Inc., Simon .... 
A-IO Marla СОШ Go. vea ors 90 
A Mastie Tile Division ........ 358-359 
McLouth Steel Corporation .... 273 
A McPhilben Lighting ........... 32 
A Meadows, Inc., W. R. ....... 338-339 
A Medart Products Co., Іпс., Fred 265 
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Metropolitan Wire Goods Corp.. 344 


Miller Sliding Glass Door Co., 
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Mills Company, The ........... 317 
Modern Hospital The ......... 324 


Modine Mfg. Co. 136-137 
Monsanto Chemical Co., Plasties 
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Mosler Safe Company, The ..... 80 
Mueller Brass Co. ............. 2-83 
Multi Electric Mfg., Inc. ....... 383 
Mutschler Brothers Co. ........ 235 
National Gypsum Co. .......... 139 


National Lumber Manufacturers 
Association 346-347 
National Supply Co., The ...... 301 
National Terrazzo and Mosaic 
Assoc. 


National Tube Div. ........... 135 
Neo-Ray Products, Inc. ........ 258 
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Nibco, Inc. 


A Norton Door Closer Co. ..... 
A-LC Nutone, Inc. ........... 
A Overly Manufacturing Co. .. 330-331 
Ozalid, Div. of General Analine 
& Film Corp. ....... PES 
А Penn Metal Co., Inc. .......... 146 
А Penn Ventilator Co., Inc. ...... 24" 
Бе гено, Division ой Hupp 
ЖҮ ГЛ V ыы olg M v Io e ME 266-267 
A-IC Pittsburgh Corning Corpora- 
ИП MENOS 374-375 
A-IC Pittsburgh Steel Products ... 334-335 
A-IC-LC Portland Cement Association 17, T 
A Pratt & Lambert, Inc. ......... 269 
Pyle-National Company adag au 304 
A-IC-LC Raynor Mfg. Co. .............. 292 
A Republie Steel Corporation .. 120-121 


A 


>> 


А 
А-ІС 
A-IC 

A-LC 


A-IC 
A 


А Vonnegut Hardware Co. 


A-LC 
A 


А 
A-IC-LC 


A-LC 


Revere Copper and Brass, Inc. 305 
Rixson Company, Oscar C. .... 54 


Robertson Company, H. H. .. 322-323 
Roddis Plywood Corporation ... 143 
Rohm & Haas Company ....... 46-47 
Rolsereen ........ 89, 91, 93, 95, 97 


St. Charles Mfg. Co. .......... 381 
Sanymetal Products Со., Inc., 

DOCE О EE IT 293 
Sedgwick Machine Works .. 356 
Shell Chemical Corp. .......... 369 


Shlagro Steel Products Corp. .. 281 
Simpson Logging Company 33 to 38 
Simpson Redwood Company 33 to 38 
Sinko Mfg. and Tool Co. ...... 97 
Sloan Valve Company .... 4th Cover 
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Staedtler, Inc., J. S. 
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Structoglas, Div. of Internation- 
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Universal Match Corp. ........ E 
17рсо. бо; "Tbe. ‚+ эга a ок 32 
Uvalde Rock Asphalt Co. ..... 253 
Van Range Со., John ......... 340 


Vibrofiotation Foundation Co. . 284 
Vogel-Peterson Co. 368 
Vogt Machine Company, Henry LH 


Vulcan Radiator Co., The ..... E 
Waterloo Register Co., Inc. .... 66 
Welded Stee? Tube Institute, Ine. 105 
West Chemieal Products, Inc. .. 258 


Westinghouse Electric Corp. 
131 to 134, 262- 263, 354-355 
‘Weyerhaeuser Company .... 866-367 


Work Corporation: „у.га, 112 


А Zero Weather Stripping Co., Inc. 352 


A-IC 


Zonolite Company ............ 26-27 


Bentom B. Orwig, Director 


of New Business Development; Joseph R. Wunk, Advertising Production Mgr.; Harry M. Horn, Jr.; Michael J. Davin, 119 W. 40 St.; BOSTON— 
Harry M. Horn, Jr., 855 Park Square Bldg.; BUFFALO—Benton B. Orwig, 70 Niagara St.; CHICAGO—Robert Т. Franden, David К. Bortz, 
James A. Anderson, 919 М. Michigan Ave.; CLEVELAND —John C. Jackson, Regional Mgr.; Joseph F. Palmer, Louis F. Kutscher, $21 Hanna 
Bldg.; LOS ANGELES-—Wettstein, Nowell & Johnson, Inc., 672 S. Lafayette Park Pl.; MIAMI—Benton В. Orwig, 802 М. W. First St.; PHILA- 
DELPHIA—Tom Tredwell, Harry M. Horn, Jr., 1821 Arch St.; PITTSBURGH—John C. Jackson, 411 Seventh Ave.; PORTLAND—Wettstein, 
Nowell & Johnson, Inc., 1921 S. W. Washington St.; ST. LOUIS—Robert Т. Franden, John I. Howell, 38,2 W. Pine Blvd.; SAN FRANCISCO— 
Wettstein, Nowell & Johnson, Inc., 417 Market St. 


These symbols tell you 


which advertisers’ catalogs 


are INSTANTLY ACCESSIBLE 
in your office 


The great majority of Architectural 
Record advertisers employ Sweet’s Cat- 
alog Service to maintain their catalogs 
continuously in architectural, engineer- 
ing and building-contractor offices. 


By doing so, these manufacturers make 
it easier than is otherwise possible for 
you always to have instant access to 
further information about their prod- 
ucts or services. 


The above symbols* are included in 
the facing Advertisers’ Index as a quick 
guide to which advertisers’ catalogs are 
in your Sweet’s File—classified by 
product type, indexed, up-to-date, and 
always ready for use whenever you 
want them. 


Sweet's Catalog Service 
Division — F. W. Dodge 
Corporation 
119 West 40th Street | 
New York 18, N. Y. 


* A (Architectural Catalog File) 
IC (Industrial Construction Catalog File) 
L.C (Light Construction Catalog File) 


MULTI | INCANDESCENT-MERCURY 
NEPO 


FLOOD and AREA 
LIGHTING 


POLES — BRACKETS — FITTINGS 


The Multi line of quality lighting equipment has been ex- 
panded with the acquisition of Nepo Mfg. Co. The combined Multi- 
Nepo line includes rigid, hinged and pedestal poles, incandescent 
and mercury vapor luminaires and floodlights, brackets, mountings, 
fittings and accessories. For school, industrial, airport or hospital 
lighting, choose Multi, quality lighting equipment for nearly 40 
years. 


FLOODLIGHTS 


New Aluminum Enclosed Angle Type Floodlights—Alzak Finish, Wide or 
Narrow Beam—for Incandescent 750-1500 Watt Lamps or Mercury Vapor 


- — MULTI-NEPO 
MERCURY LUMINAIRES 


CAT. NO. 500G—Same general con- CAT. NO. 600—For use with 
struction as 510CC for ballast mounting Mercury Vapor or Incandescent 


outside unit. Ideal for expressway, sce For Mee le ose 
B , 


streets, intersections, parking lots, play-  Alzak reflector and stainless 
grounds, etc. steel fastenings. 


CAT. NO. 510CC—One-piece cast 
aluminum housing provides for ballast- 
in-head. Alzak reflector, prismatic glass 
refractor for use with 250W and 400W 
lamps. 


CAT. МО. A300—A CAT. NO. 400P—Mercury 
mushroom luminaire with Vapor perimeter floodlight. 
open Alzak reflector An all-purpose outdoor unit 


sealed over glass, cast кун 4 , 
aliona bos For sery- for building exteriors, indus- 


ice station plazas, patios, trial and recreation areas, 
parks, promenades, cam- parking lots, etc. 

puses and other open 

areas. Utilizes 250W 

and 400W Mercury 

Lamps. 


Write for literature on the complete line of Multi Floodlights and 
Nepo Luminaires, poles, fittings, mountings, etc. See our catalog in 
| Sweets. 
E ISend:for уоиг сору of catalog literature 


П g ELECTRIC MFG. INC. 


CHICAGO 24 


E 4237W. LAKE ST. 


SACRAMENTO 2-1900 
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Central Fire Station is the latest of 
eight stations in Kalamazoo, Michigan, to install Barber-Colman OVERdoors 
and Electric Door Operators. Where every call is an EME RGE NCY 
complete dependability is extremely important. Every fire station in Kala- 
mazoo relies on Barber-Colman OVERdoors and Operators for fast, positive 
action—trouble-free performance—maximum protection. Much of this equip- 
ment has been in operation over 12 years. Maintenance has been negligible, 
operation has never failed. Barber-Colman manufactures OVERdoors and 


Operators for à wide range of residential, commercial, and industrial appli- 


cations. Write now for complete data. 


ИЩ о» WRITE ғов сорт ЕШ 


Architects: Smith and Parent, Kalamazoo / Contractor: Ray Stevens Company, Kalamazoo 


THE MARK OF QUALITY 


ІШІШ| BARBER-COLMAN COMPANY 


ШЕШІ Dept. POLO, Rockford, Illinois 
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